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Election Commission of India-State Elections, 1980 to the Legislative Assembly of ORISSA 


LIST OF PARTICIPATING POLITICAL PARTIES 


PARTYTYPE ABBREVIATION PARTY 


NATIONAL PARTIES 


1. BJP BHARATIYA JANATA PARTY 

2. CPI COMMUNIST PARTY OF INDIA 

3. CPM COMMUNIST PARTY OF INDIA (MARXIST) 

4. INC) INDIAN NATIONAL CONGRESS (I) 

5. INC(U) INDIAN NATIONAL CONGRESS (U) 

6. JNP(JP) JANATA PARTY (JP) 

7.  JNP(SC) JANATA PARTY (SECULAR) - CH. CHARAN SINGH 
8. JNP(SR) JANATA PARTY (SECULAR) RAJ NARAIN 


STATE PARTIES 
9. FBL ALL INDIA FORWARD BLOC 
10. RSP REVOLUTIONARY SOCIALIST PARTY 


REGISTERED(Unrecognised ) PARTIES 


11. JKD JHARKHAND PARTY 

12. SUC SOCIALIST UNITY CENTRE OF INDIA 
INDEPENDENTS 

13. IND INDEPENDENTS 
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Election Commission of India - State Election, 1980 to the Legislative Assembly of ORISSA 


OTHER ABBREVIATIONS AND DESCRIPTION 


ABBREVIATION DESCRIPTION 
FD Forfeited Deposits 
Gen General Constituency 
SC Reserved for Scheduled Castes 
ST Reserved for Scheduled Tribes 
M Men 
W Women 
T Total 
N National Party 
S) State Party 
U Registered (Unrecognised) Party 
Z Independent 
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Election Commission of India - State Election, 1980 to the Legislative Assembly of ORISSA 


1. NO. OF CONSTITUENCIES 
TYPE OF CONSTITUENCY GEN sc ST TOTAL 
NO. OF CONSTITUENCIES 91 22 34 147 
2. NO. OF CONTESTANTS 
NO. OF CONTESTANTS 1 2 3 4 5 6-10 11-15 | Above15 
IN A CONSTITUENCY 
NO. OF SUCH 0 9 22 30 39 47 0 0) 
CONSTITUENCIES 
TOTAL CONTESTANTS IN FRAY 0 
AVERAGE CONTESTANTS PER CONSTITUENCY 0 
MINIMUM CONTESTANTS IN A CONSTITUENCY 2 
MAXIMUM CONTESTANTS IN A CONSTITUENCY 10 
3. ELECTORS 
MEN WOMEN TOTAL 
i. NO. OF ELECTORS 7275878 6633237 13909115 
ii. NO. OF ELECTORS WHO VOTED 3962063 2587011 6549074 
iii, POLLING PERCENTAGE 54.45% 39.00% 47.08% 
4. NO. OF VAEID VOTES 6357005 
5. NO. OF VOTES REJECTED 192069 (2.93% of Total Votes Polled) 


6. NO. OF POLLING STATIONS 


7. AVERAGE NO. OF ELECTORS 
PER POLLING STATION 


16968 


820 


8. PERFORMANCE OF WOMEN CANDIDATES VIS-A-VIS MEN CANDIDATES 


WOMEN 


TOTAL 


i. NO. OF CONTESTANTS 


ii. ELECTED 


iii/ FORFEITED DEPOSITS 
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Election Commission of India - State Election, 1980 to the Legislative Assembly of ORISSA 


LIST OF SUCCESSFUL CANDIDATES 


CONSTITUENCY 
KARANIIA (ST) 
JASHIPUR (ST) 
BAHALDA (ST) 
RAIRANGPUR (ST) 
BANGRIPOSI (ST) 
KULIANA (ST) 
BARIPADA 
BAISINGA (ST) 
KHUNTA (ST) 
UDALA (ST) 


. BHOGRAI 


JALESWAR 

BASTA 

BALASORE 

SORO 

SIMULIA 

NILGIRI 
BHANDARIPOKHARI (SC) 
BHADRAK 


. DHAMNAGAR 
. CHANDBALI (SC) 
. BASUDEVPUR 

. SUKINDA 


KORAI 


. JAJPUR (SC) 

. DHARAMSALA 

. BARCHANA 

. BARI-DERABISI 

. BINJHARPUR (SC) 


AUL 


. PATAMUNDAI (SC) 
. RAJNAGAR 


KENDRAPARA 
PATKURA 
TIRTOL 
ERSAMA 


. BALIKUDA 


JAGATSINGHPUR (SC) 
KISSANNAGAR 


. MAHANGA 
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WINNER 

RAGHUNATH HEMBRAM 
SUNDAR MOHAN MAJHI 
RAMA CHANDRA HANSDAH 
SIDHALAL MURMU 
KANGOI SINGH 
SARASWATI HEMBRAM 
PRASANNA KUMAR DASH 
KUANRIA MAJHI 

RAMESH SOREN 
RAUANESWAR MADHEI 
KARTIKESWAR PATRA 
GADADHAR GIRI 


BHOPAL CHANDRA MOHAPATRA 


ARUN DEY 

PITAMBAR PANDA 
PARSURAM PANIGRAHI 
AKSHAYA KUMAR ACHARYA 
PURUSOTTAM SETHI 

JUGAL KISHORE PATTANAIK 
JAGANNATH ROUT 
NETRANANDA MALLICK 
JAGABANDHU DAS 

SARAT ROUT 

ASHOK KUMAR DAS 
NIRANJAN JENA 

KANGALI PANDA 
SITAKANTA MOHAPATRA 
SRIKANTA KUMAR JENA 
NABA KISHORE MALLIK 
SARAT DEB 

BISWANATH MALLIK 
NALINIKANTA MOHANTY 
INDRAMANI ROUT 

BIJU PATNAIK 

BASANT KUMAR BISWAL 
DAMODAR ROUT 

BASUDEV MOHAPATRA 
KRUSHNA CHANDRA MALLIK 
SURENDRANATH PATNAIK 


SK. MATLUB ALI 


n 
fA 
* 


SSS 5 ESE EEE SE EEE EEESE EEE EEE SEE KR EEE EEE HERE EE 


PARTY 
JNP(SC) 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC(1) 
INC() 
JNP(JP) 


INC() 
CPI 

CPI 
JNP(JP) 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
JNP(SC) 
INC() 
IND 
INC() 
JNP(SC) 
INC(1) 
JNP(SC) 
INC(1) 
JNP(SC) 
INC() 
JNP(SC) 
INC() 
JNP(SC) 
INC() 
INC() 
IND 


INC(D) 


CONSTITUENCY 
41. SALEPUR (SC) 
42. GOBINDPUR 
43. CUTTACK SADAR 
44. CUTTACK CITY 
45. CHOUDWAR 
46. BANKI 
47. ATHGARH 
48. BARAMBA 
49. BALIPATNA (SC) 
50. BHUBANESWAR 
51. JATNI 
52. PIPLI 
53. NIMAPARA (SC) 
54. KAKATPUR 
55. SATYABADI 
56. PURI 
57. BRAHMAGIRI 
58. CHILKA 
59. KHURDA 
60. BEGUNIA 
61. RANPUR 
62. NAYAGARH 
63. KHANDAPARA 
64. DASPALLA 
65. JAGANATHPRASAD (SC) 
66. BHANJANAGAR 
67. SURUDA 
68. ASKA 
69. KAVISURYANAGAR 
70. KODALA 
71. KHALLIKOTE 
72. CHATRAPUR 
73. HINJILI 
74. GOPALPUR (SC) 
75. BERHAMPUR 
76. CHIKATI 
77. MOHANA 
78. RAMAGIRI (ST) 
79. PARLAKHEMUNDI 
80. GUNUPUR (ST) 
81. BISSAM-CUTTACK (ST) 
82. RAYAGADA (ST) 
83. LAKSHMIPUR (ST) 
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WINNER 

MAYADHAR SETHI 
ANTARJYAMI PRADHAN 
DOLAGOBINDA PRADHAN 
SRIKANT PANDA 

KANHU CHARAN LANKA 
AKSHAYA KUMAR PATNAIK 
RASANANDA SAHOO 

SAMIR KUMAR ROUTRAY 
BASANTA BEHERA 

RAMA KRUSHNA PATI 
SURESH KUMAR ROUTRAY 
BIPIN DAS 

RABINDRA KUMAR SETHY 
BAIKUNTHANATH SWAIN 
RABINDRA KUMAR DAS 
GADADHAR MISHRA 
GANGADHAR MOHAPATRA 
DEBENDRANATH MANSINGH 
PRASANNA KUMAR PATSANI 
KAILASH CHANDRA MOHAPATRA 
RAMAKANT MISHRA 
BANSIDHAR SAHOO 

BIBHUTI BHUSAN SINGH MARDRAJ 
HARIHAR KARAN 
SRIBATCHA NAIK 

SOMNATH RATH 

GANTAYAT SWAIN 
RAGHABA PARIDA 

RADHA GOVINDA SAHU 
KANHU CHARAN NAIK 
TRINATH SAMANTARY 
BISWANATH SAHU 
BRUNDABAN NAYAK 
GHANASHYAM BEHERA 
KRUSHNA CHARAN PATNAIK 
CHINTAMANI DYAN SAMATRA 
UDAYA NARAYAN DEV 
GORSANGA SAVARA 

BIJOY KUMAR JENA 
BHAGIRATHI GAMANGO 
DAMBARUDHAR ULAKA 
ULAKA RAMCHANDRA 
ANANTARAM MAJHI 


n 
esl 
* 


SEs 5S 5555 5 5 55555 525 55 5 5 55 5 5 5 EF FS SFE EEE EE ESE EE ERE EE 


PARTY 
INC() 
JNP(SC) 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
CPI 
INC() 
INC() 
INC() 
INC(1) 
INC() 
INC() 
INC(1) 
INC() 
INC() 
INC() 
INC() 
INC() 
IND 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC(1) 
CPI 
JNP(SC) 
INC() 
INC() 
IND 
JNP(SC) 
INC() 
IND 
INC() 
INC() 
INC() 


INC(I) 


84. 
85. 
86. 
87. 
88. 
89. 
90. 
91. 
92. 
93. 
94. 
95. 
96. 
97. 
98. 
99. 
100. 
101. 
102. 
103. 
104. 
105. 
106. 
107. 
108. 
109. 
110. 
111. 
112. 
113. 
114. 
115. 
116. 
117. 
118. 
119. 
120. 
121. 
122. 
123. 
124. 
125. 
126. 
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CONSTITUENCY 
POTTANGI (ST) 
KORAPUT 
MALKANGIRI (SC) 
CHITRAKONDA (ST) 
KOTPAD (ST) 
JEYPORE 
NOWRANGPUR 
KODINGA (ST) 
DABUGAM (ST) 
UMARKOTE (ST) 
NAWAPARA 
KHARIAR 
DHARAMGARH (SC) 
KOKSARA 
JUNAGARH 


BHAWANIPATNA (SC) 


NARLA (ST) 
KESINGA 
BALLIGUDA (ST) 
UDAYAGIRI (ST) 
PHULBANI (SC) 
BOUDH 
TITILAGARH (SC) 
KANTABANII 
PATNAGARH 
SAINTALA 
LOISINGHA 
BOLANGIR 
SONEPUR (SC) 
BINKA 
BIRMAHARAJPUR 
ATHMALLIK 
ANGUL 

HINDOL (SC) 
DHENKANAL 
GONDIA 
KAMAKHYANAGAR 
PALLAHARA 
TALCHER (SC) 
PADAMPUR 
MELCHHAMUNDA 
BIJEPUR 

BHATLI (SC) 


WINNER 

CHANDRAMA SANTA 
NRUSINGHANANDA BRAHMA 
NAKA LAXMAYA 
GANGADHAR MADI 
BASUDEV MAJHI 
RAGHUNATH PATNAIK 
HABIBULLA KHAN 

DOMBERU MAJHI 
PHULAMANI SANTA 
PARAMA PUJARI 

BHANU PRAKASH JOSHI 
ANUP SINGH DEO 

GAJANAN NAYAK 
MONMOHAN MATHUR 
MAHESWAR BARAD 
DAYANIDHI NAIK 

TEJRAJ MAJHI 

BHUPINDER SINGH 

SAHURA MALLIK 

NAGARJUN PRADHAN 
CHANDRA SEKHAR BEHERA 
HIMANSHU SEKHAR PANDHI 
LALIT MOHAN GANDHI 
PRASANNA KUMAR PAL 
BRAJAMOHAN THAKUR 
RAMESH CHANDRA SINGH BHOI 
BALGOPAL MISHRA 
MAHAMMAD MUZAFAR HUSSAIN KHAN 
DHANESWAR KUMBHAR 
PRADIPT HOTA 

HRUSHIKESH HOTA 
BHAJAMAN BEHERA 
SANTOSH KUMAR PRADHAN 
TRINATH NAYAK 

NANDINI SATPATHY 
HALADHAR MISHRA 
KAILASH CHANDRA MOHAPATRA 
BIBHUDHENDRA PRATAP DAS 
BRUNDABAN BAHERA 
SATYA BHUSAN SAHU 
PRAKASH CHANDRA DEBATA 
RAJIB LOCHAN HOTA 
MOHAN NAG 


n 
fH 
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PARTY 
INC() 
INC() 
INC(1) 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
IND 
INC() 
INC() 
INC() 
INC(1) 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
IND 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
JNP(SC) 
INC(U) 
INC(U) 
INC() 
INC() 
JNP(JP) 
INC() 
INC() 
INC() 


INC(I) 


127. 
128. 
129. 
130. 
131. 
132. 
133. 
134. 
135. 
136. 
137. 
138. 
139. 
140. 
141. 
142. 
143. 
144. 
145. 
146. 
147. 
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CONSTITUENCY 
BARGARH 
SAMBALPUR 
BRAJARAJNAGAR 
JHARSUGUDA 
LAIKERA (ST) 
KUCHINDA (ST) 
RAIRAKHOL (SC) 
DEOGARH 
SUNDARGARH 
TALSARA (ST) 
RAJGANGPUR (ST) 
BIRAMITRAPUR (ST) 
ROURKELA 
RAGHUNATHPALI (ST) 
BONAI (ST) 
CHAMPUA (ST) 
PATNA (ST) 
KEONJHAR (ST) 
TELKOI (ST) 
RAMCHANDRAPUR 
ANANDAPUR (SC) 


WINNER 

JADUMANI PADHAN 
ASWINI KUMAR GURU 
UPENDRA DIXIT 
BIRENDRA PANDEY 
HEMANANDA BISWAL 
JAGATESWAR MIRDHA 
ABHIMANYU KUMAR 
ASWINI KUMAR BEHERA 
KISHORE CHANDRA PATAL 
GAJADHAR MAJHI 
MUKHARAM NAIK 
JUMUS BILUNG 
GURUPADA NANDA 
NELSON SORENG 
BASANTA KUMAR DANDAPAT 
SAHAREI ORAM 
HRUSIKESH NAIK 
JOGENDRA NAIK 
CHANDRASEN NAYAK 
NIRANJAN PATNAIK 

JAY ADEB JENA 


n 
fH 
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PARTY 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
INC() 
JNP(SC) 
JNP(SC) 
INC() 
INC() 
INC() 


INC(1) 


Election Commission of India - State Election, 1980 to the Legislative Assembly of ORISSA 


PERFORMANCE OF POLITICAL PARTIES 


PARTY VOTES POLLED VOTE % IN 
SEATS 
CONTESTED WON FD VOTES % CONTESTED 
NATIONAL PARTIES 
1. BJP 28 0 25 86421 1.36% 7.09% 
2. CPI 27 4 11 323411 5.09% 23.92% 
3. CPM 14 0 7 127524 2.01% 19.08% 
4. INC(D) 147 118 0 3037487 47.78% 47.78% 
5. INC(U) 98 2 76 446818 7.03% 10.49% 
6. JNP(JP) 31 3 15 262903 4.14% 20.48% 
7. JNP(SC) 110 13 39 1238745 19.49% 25.92% 
8. JNP(SR) 2 0 2 2984 0.05% 2.94% 
457 140 175 5526293 86.93% 
STATE PARTIES 
9. FBL 4 0 4 3987 0.06% 2.22% 
10. RSP 1 0 1 630 0.01% 1.18% 
5 0 5 4617 0.07% 
REGISTERED (Unrecognised) PARTIES 
11. JKD 18 0 16 34782 0.55% 6.15% 
12. SUC 8 0 7 36226 0.57% 10.26% 
26 0 23 71008 1.12% 
INDEPENDENTS 
13. IND 248 7 215 755087 11.88% 15.77% 
248 7 215 755087 11.88% 
Grand Total : 736 147 418 6357005 
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Election Commission of India - State Election, 1980 to the Legislative Assembly of ORISSA 


ELECTORS DATA SUMMARY 


TYPE OF CONSTITUENCY 


GEN SC ST TOTAL 

1. NO. OF CONSTITUENCIES 91 22 34 147 
2. ELECTORS 

a. Men 4697972 1089040 1488866 7275878 

b. Women 4215765 996214 1421258 6633237 

c. Total 8913737 2085254 2910124 13909115 
3. ELECTORS WHO VOTED 

a. Men 2802067 538193 621803 3962063 

b. Women 1958849 323849 304313 2587011 

c. Total 4760916 862042 926116 6549074 
4. POLL PERCENTAGE 53.41 41.34 31.82 47.08 
5. VALID VOTES 4631320 836671 889014 6357005 
6. REJECTED VOTES 

a. Votes 129596 25371 37102 192069 

b. Percentage 2.72 0.00 0.00 2.93 
7s MISSING VOTES 0 0 0 0 
8. NO. OF POLLING STATIONS 10895 2515 3558 16968 
9. AVERAGE NO. OF 818 829 818 820 

ELECTORS PER POLLING 
STATION 
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Election Commission of India - State Election, 1980 to the Legislative Assembly of ORISSA 


WOMEN CANDIDATES 


CONSTITUENCY 
Rank CANDIDATE PARTY Votes Polled Status Winner's Margin _‘Total 
Votes Valid 
Votes % Votes 
6- KULIANA (ST) 
1 SARASWATI HEMBRAM INC() 8491 29.60 WwW 8491 0 28688 
7- BARIPADA 
4 KAMALINI PATRA IND 396 0.82 F 24662 24266 48412 
15- SORO 
3 SAKUNTALA PANDA IND 4297 8.34 F 21829 17532 51519 
40- MAHANGA 
5 SANTILATA CHOUDHURY IND 842 1.50 F 27623 26781 56312 
47- ATHGARH 
2 RASMANIJARI DEVI JNP(SC) 10838 21.07 N 30702 19864 51441 
50- BHUBANESWAR 
6 SABITRI MISHRA IND 334 (0.66 F 28103 27769 50301 
51- JATNI 
6 SABITA DAS IND 790 1.63 F 30045 29255 48493 
54- KAKATPUR 
5 KUNJA DEI IND 446 0.63 F 33298 32852 70715 
61- RANPUR 
3 SANTI DAS INC(U) 13843 23.25 N 30654 16811 59539 
84- POTTANGI (ST) 
1 CHANDRAMA SANTA INC() 8890 61.86 W 8890 0 14372 
92- DABUGAM (ST) 
1 PHULAMANI SANTA INC() 10315 43.52 WwW 10315 0 23700 
93 - UMARKOTE (ST) 
1 PARAMA PUJARI INC() 13357 53.22 WwW 13357 0 25099 
5 RAMADEVI PUJARI IND 267 —-:1.06 F 13357 13090 25099 
118 - DHENKANAL 
1 NANDINI SATPATHY INC(U) 25797 59.11 WwW 25797 0 43643 
128 - SAMBALPUR 
3 SAIRENDRI NAIK IND 6386 13.99 F 29603 23217 45633 
135 - SUNDARGARH 
6 SHANTI KUMARI NAIK IND 580 1.37 F 31053 30473 42239 


N.B. : Candidate Status : W - Winner, F - Forfeited Deposit, N - Not Won and not Forfeited Deposit. 


Total Women Contestants: 16 
Total Elected Women : 5 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 1-KARANJIA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 37746 38894 76640 
2. SERVICE 0 0 0 
3, TOTAL 37746 38894 76640 
Ill. ELECTORS WHO VOTED 
1. GENERAL 18092 9394 27486 
2. POSTAL 0 0 0 
3. TOTAL 18092 9394 27486 
IV. VOTES 
1. POLLED 27486 ( 35.86% of Total Electors) 
2. VALID 26475 
3, REJECTED 1011 ( 3.68% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °% AVERAGE ELECTORS PER POLLING STATION : 833 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP(SC) RAGHUNATH HEMBRAM 10381 
Runner up : INC(1) PRAFULLA KUMAR DAS 9906 
MARGIN: 475 (1.79% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 2 - JASHIPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 39053 41023 80076 
2. SERVICE 0 0 0 
3, TOTAL 39053 41023 80076 
Ill. ELECTORS WHO VOTED 
1. GENERAL 16576 6943 23519 
2. POSTAL 0 0 0 
3. TOTAL 16576 6943 23519 
IV. VOTES 
1. POLLED 23519 ( 29.37% of Total Electors) 
2. VALID 22735 
3, REJECTED 784 ( 3.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 809 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SUNDAR MOHAN MAJHI 9358 
Runner up : JNP(SC) GHANASYAM HEMBRAM 5029 
MARGIN: 4329 ( 19.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 3 - BAHALDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 42324 38991 81315 
2. SERVICE 0 0 0 
3, TOTAL 42324 38991 81315 
Ill. ELECTORS WHO VOTED 
1. GENERAL 14849 7356 22205 
2. POSTAL 0 0 0 
3. TOTAL 14849 7356 22205 
IV. VOTES 
1. POLLED 22205 ( 27.31% of Total Electors) 
2. VALID 21429 
3, REJECTED 776 ( 3.49% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 105 AVERAGE ELECTORS PER POLLING STATION : 774 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) RAMA CHANDRA HANSDAH 7691 
Runner up : IND LAXMAN MAJHI 5450 
MARGIN: 2241 ( 10.46% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 4-RAITRANGPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 43151 39370 82521 
2. SERVICE 0 0 0 
3, TOTAL 43151 39370 82521 
Ill. ELECTORS WHO VOTED 
1. GENERAL 16885 8375 25260 
2. POSTAL 0 0 0 
3. TOTAL 16885 8375 25260 
IV. VOTES 
1. POLLED 25260 ( 30.61% of Total Electors) 
2. VALID 24617 
3, REJECTED 643 (| 2.55% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 105 AVERAGE ELECTORS PER POLLING STATION : 786 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SIDHALAL MURMU 11208 
Runner up : IND BRAJA MOHAN HANSDAH 7172 
MARGIN: 4036 ( 16.40% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 5-BANGRIPOSI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 5 0 5 
II. ELECTORS 
1. GENERAL 44402 43680 88082 
2. SERVICE 0 0 0 
3, TOTAL 44402 43680 88082 
Ill. ELECTORS WHO VOTED 
1. GENERAL 17715 9015 26730 
2. POSTAL 0 0 0 
3. TOTAL 17715 9015 26730 
IV. VOTES 
1. POLLED 26730 ( 30.35% of Total Electors) 
2. VALID 25949 
3, REJECTED 781 (| 2.92% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 927 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) KANGOI SINGH 16770 
Runner up : CPI BHIM CHARAN NAIK 3264 
MARGIN: 13506 (52.05% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 6 - KULIANA (ST) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 6 1 7 

5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 

1. GENERAL 43377 41818 85195 

2. SERVICE 0 0 ) 

3. TOTAL 43377 41818 85195 
II. ELECTORS WHO VOTED 

1. GENERAL 19399 10452 29851 

2. POSTAL 0 0 0 

3. TOTAL 19399 10452 29851 
IV. VOTES 

1. POLLED 29851 (35.04% of Total Electors) 

2. VALID 28688 

3. REJECTED 1163 ( 3.90% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 906 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC(D) SARASWATI HEMBRAM 8491 
Runner up : IND KANHU CHARAN SOREN 5800 
MARGIN 2691 ( 9.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 7-BARIPADA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 3 1 4 

5. FORFEITED DEPOSIT 1 1 2 
Il. ELECTORS 

1. GENERAL 48327 45122 93449 

2. SERVICE 0 0 ) 

3. TOTAL 48327 45122 93449 
II. ELECTORS WHO VOTED 

1. GENERAL 28704 21096 49800 

2. POSTAL 0 0 0 

3. TOTAL 28704 21096 49800 
IV. VOTES 

1. POLLED 49800 (53.29% of Total Electors) 

2. VALID 48412 

3. REJECTED 1388 (| 2.79% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 104 AVERAGE ELECTORS PER POLLING STATION : 899 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC(D) PRASANNA KUMAR DASH 24662 
Runner up : IND PRAMOD CHANDRA BHANJ DEO 22840 
MARGIN 1822 ( 3.76% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 8 - BAISINGA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 42705 41779 84484 
2. SERVICE 0 0 0 
3. TOTAL 42705 41779 84484 
Il. ELECTORS WHO VOTED 
1. GENERAL 20882 13141 34023 
2. POSTAL 0 0 0 
3. TOTAL 20882 13141 34023 
IV. VOTES 
1. POLLED 34023 ( 40.27% of Total Electors) 
2. VALID 33055 
3, REJECTED 968 (| 2.85% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 97 AVERAGE ELECTORS PER POLLING STATION : 871 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D KUANRIA MAJHI 19625 
Runner up : CPM GANGADHGAR MARANDI 11389 
MARGIN: 8236 ( 24.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 9 - KHUNTA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 46455 44508 90963 
2. SERVICE 0 0 0 
3. TOTAL 46455 44508 90963 
Il. ELECTORS WHO VOTED 
1. GENERAL 23666 15499 39165 
2. POSTAL 0 0 0 
3. TOTAL 23666 15499 39165 
IV. VOTES 
1. POLLED 39165 ( 43.06% of Total Electors) 
2. VALID 37999 
3, REJECTED 1166 (| 2.98% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER: 1!” AVERAGE ELECTORS PER POLLING STATION :777 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() RAMESH SOREN 22421 
Runner up : JNP(SC) BIRABHADRA SINGH 8884 
MARGIN: 13537 ( 35.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 10 - UDALA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 42665 39904 82569 
2. SERVICE 0 0 0 
3, TOTAL 42665 39904 82569 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20495 11959 32454 
2. POSTAL 0 0 0 
3. TOTAL 20495 11959 32454 
IV. VOTES 
1. POLLED 32454 ( 39.31% of Total Electors) 
2. VALID 31541 
3, REJECTED 913 (| 2.81% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 97 AVERAGE ELECTORS PER POLLING STATION : 851 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) RAUANESWAR MADHEI 17914 
Runner up : INC(U) RUHIDAS SOREN 9193 
MARGIN: 8721 ( 27.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 11-BHOGRAI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 3 0 3 

5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 

1. GENERAL 51798 46749 98547 

2. SERVICE 0 0 ) 

3. TOTAL 51798 46749 98547 
II. ELECTORS WHO VOTED 

1. GENERAL 36074 33256 69330 

2. POSTAL 0 0 0 

3. TOTAL 36074 33256 69330 
IV. VOTES 

1. POLLED 69330 (70.35% of Total Electors) 

2. VALID 68169 

3. REJECTED 1161 (| 1.67% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 131 


AVERAGE ELECTORS PER POLLING STATION : 752 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: INC(D) KARTIKESWAR PATRA 34458 
Runner up : JNP(JP) SAMRENDRA KUNDU 32255 
MARGIN. : 2203 ( 3.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 12 - JALESWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 58024 51489 109513 
2. SERVICE 0 0 0 
3, TOTAL 58024 51489 109513 
Ill. ELECTORS WHO VOTED 
1. GENERAL 35808 29161 64969 
2. POSTAL 0 0 0 
3. TOTAL 35808 29161 64969 
IV. VOTES 
1. POLLED 64969 (59.33% of Total Electors) 
2. VALID 64080 
3, REJECTED 889 (| 1.37% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 163 AVERAGE ELECTORS PER POLLING STATION : 672 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP(JP) GADADHAR GIRI 24365 
Runner up : INC(1) JAYANARAYAN MOHANTY 16087 
MARGIN: 8278 ( 12.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 13-BASTA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 48028 41961 89989 
2. SERVICE 0 0 0 
3, TOTAL 48028 41961 89989 
Ill. ELECTORS WHO VOTED 
1. GENERAL 33034 26160 59194 
2. POSTAL 0 0 0 
3. TOTAL 33034 26160 59194 
IV. VOTES 
1. POLLED 59194 (65.78% of Total Electors) 
2. VALID 58161 
3, REJECTED 1033 ( 1.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 127 AVERAGE ELECTORS PER POLLING STATION : 709 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BHOPAL CHANDRA MOHAPATRA 30690 
Runner up : IND RAGHUNATH MOHANTY 13154 
MARGIN: 17536 ( 30.15% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 14- BALASORE 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


106936 


0 


106936 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


54964 (51.40% of Total Electors) 


53858 


1106 (| 2.01% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 
NUMBER : 150 


AVERAGE ELECTORS PER POLLING STATION : 713 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: CPI ARUN DEY 21182 
Runner up : INC(D) GOPANARAYAN DAS 18565 
MARGIN. : 2617 ( 4.86% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 15-SORO 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 5 1 6 

5. FORFEITED DEPOSIT 3 1 4 
Il. ELECTORS 

1. GENERAL 51951 43917 95868 

2. SERVICE 0 0 0 

3. TOTAL 51951 43917 95868 
II. ELECTORS WHO VOTED 

1. GENERAL 30371 22318 52689 

2. POSTAL 0 0 0 

3. TOTAL 30371 22318 52689 
IV. VOTES 

1. POLLED 52689 (54.96% of Total Electors) 

2. VALID 51519 

3. REJECTED 1170 (| 2.22% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 124 


AVERAGE ELECTORS PER POLLING STATION : 773 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner CPI PITAMBAR PANDA 21829 
Runner up : INC() JADUNATH DAS MOHAPATRA 21721 
MARGIN: 108 (0.21% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 16 - SIMULIA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 7 0 7 

5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 

1. GENERAL 46740 43148 89888 

2. SERVICE 0 0 ) 

3. TOTAL 46740 43148 89888 
II. ELECTORS WHO VOTED 

1. GENERAL 25519 15333 40852 

2. POSTAL 0 0 0 

3. TOTAL 25519 15333 40852 
IV. VOTES 

1. POLLED 40852 (45.45% of Total Electors) 

2. VALID 39894 

3. REJECTED 958 ( 2.35% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER: !21 AVERAGE ELECTORS PER POLLING STATION : 743 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP(JP) PARSURAM PANIGRAHI 11297 
Runner up : INC(D) GOPINATH DAS 8351 
MARGIN 2946 ( 7.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 17 - NILGIRI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 7 0 7 

5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 

1. GENERAL 52186 46615 98801 

2. SERVICE 0 0 ) 

3. TOTAL 52186 46615 98801 
II. ELECTORS WHO VOTED 

1. GENERAL 31703 22865 54568 

2. POSTAL 0 0 0 

3. TOTAL 31703 22865 54568 
IV. VOTES 

1. POLLED 54568 (55.23% of Total Electors) 

2. VALID 53265 

3. REJECTED 1303 ( 2.39% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 154 


AVERAGE ELECTORS PER POLLING STATION : 737 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner INC(D AKSHAYA KUMAR ACHARYA 23139 
Runner up : CPM BANAMALI DAS 18455 
MARGIN 4684 ( 8.79% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 18 - BHANDARIPOKHARI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
Il. ELECTORS 
1. GENERAL 45682 40871 86553 
2. SERVICE 0 0 0 
3, TOTAL 45682 40871 86553 
Il. ELECTORS WHO VOTED 
1. GENERAL 28456 20648 49104 
2. POSTAL 0 0 0 
3. TOTAL 28456 20648 49104 
IV. VOTES 
1. POLLED 49104 (56.73% of Total Electors) 
2. VALID 48155 
3, REJECTED 949 ( 1.93% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 734 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D PURUSOTTAM SETHI 26112 
Runner up : CPI RATHA KUMAR DAS 16926 
MARGIN: 9186 ( 19.08% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 19 - BHADRAK 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 52944 44083 97027 
2. SERVICE 0 0 0 
3, TOTAL 52944 44083 97027 
Ill. ELECTORS WHO VOTED 
1. GENERAL 29391 21504 50895 
2. POSTAL 0 0 0 
3. TOTAL 29391 21504 50895 
IV. VOTES 
1. POLLED 50895 (52.45% of Total Electors) 
2. VALID 49978 
3, REJECTED 917 ( 1.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 122 AVERAGE ELECTORS PER POLLING STATION : 795 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) JUGAL KISHORE PATTANAIK 26914 
Runner up : CPM NIRAKAR JENA 17340 
MARGIN: 9574 (19.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 20 - DHAMNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 52099 47360 99459 
2. SERVICE 0 0 0 
3, TOTAL 52099 47360 99459 
Ill. ELECTORS WHO VOTED 
1. GENERAL 33147 29226 62373 
2. POSTAL 0 0 0 
3. TOTAL 33147 29226 62373 
IV. VOTES 
1. POLLED 62373 ( 62.71% of Total Electors) 
2. VALID 61178 
3, REJECTED 1195 ( 1.92% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 133 AVERAGE ELECTORS PER POLLING STATION : 748 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) JAGANNATH ROUT 37457 
Runner up : JNP(SC) HRUDANANDA MALLIK 21498 
MARGIN: 15959 ( 26.09% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 21-CHANDBALI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 57703 49013 106716 
2. SERVICE 0 0 0 
3. TOTAL 57703 49013 106716 
Ill. ELECTORS WHO VOTED 
1. GENERAL 30255 22862 53117 
2. POSTAL 0 0 0 
3. TOTAL 30255 22862 53117 
IV. VOTES 
1. POLLED 53117 ( 49.77% of Total Electors) 
2. VALID 52274 
3, REJECTED 843 ( 1.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 144 AVERAGE ELECTORS PER POLLING STATION : 741 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) NETRANANDA MALLICK 29753 
Runner up : JNP(SC) MAN MOHAN DAS 20393 
MARGIN: 9360 (17.91% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 22 - BASUDEVPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 55778 45053 100831 
2. SERVICE 0 0 0 
3, TOTAL 55778 45053 100831 
Ill. ELECTORS WHO VOTED 
1. GENERAL 35999 29272 65271 
2. POSTAL 0 0 0 
3. TOTAL 35999 29272 65271 
IV. VOTES 
1. POLLED 65271 ( 64.73% of Total Electors) 
2. VALID 64035 
3, REJECTED 1236 ( 1.89% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 132 AVERAGE ELECTORS PER POLLING STATION : 764 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) JAGABANDHU DAS 30446 
Runner up : JNP(SC) BIJOYSREE ROUTRAY 21838 
MARGIN: 8608 ( 13.44% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 23 -SUKINDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
II. ELECTORS 
1. GENERAL 49097 42630 91727 
2. SERVICE 0 0 0 
3, TOTAL 49097 42630 91727 
Ill. ELECTORS WHO VOTED 
1. GENERAL 33287 21480 54767 
2. POSTAL 0 0 0 
3. TOTAL 33287 21480 54767 
IV. VOTES 
1. POLLED 54767 (59.71% of Total Electors) 
2. VALID 53367 
3, REJECTED 1400 (| 2.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 113 AVERAGE ELECTORS PER POLLING STATION : 812 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SARAT ROUT 22640 
Runner up : SUC MAYADHAR NAIK 15718 
MARGIN: 6922 ( 12.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 24-KORAI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 51791 47781 99572 
2. SERVICE 0 0 0 
3, TOTAL 51791 47781 99572 
Ill. ELECTORS WHO VOTED 
1. GENERAL 34740 27631 62371 
2. POSTAL 0 0 0 
3. TOTAL 34740 27631 62371 
IV. VOTES 
1. POLLED 62371 ( 62.64% of Total Electors) 
2. VALID 61073 
3, REJECTED 1298 (| 2.08% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 125 AVERAGE ELECTORS PER POLLING STATION : 797 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP(SC) ASHOK KUMAR DAS 33214 
Runner up : INC(1) RAMA CHANDRA KHUNTIA 21376 
MARGIN: 11838 ( 19.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 25- JAJPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 59868 42595 102463 
2. SERVICE 0 0 0 
3, TOTAL 59868 42595 102463 
Ill. ELECTORS WHO VOTED 
1. GENERAL 27701 20455 48156 
2. POSTAL 0 0 0 
3. TOTAL 27701 20455 48156 
IV. VOTES 
1. POLLED 48156 ( 47.00% of Total Electors) 
2. VALID 46953 
3, REJECTED 1203 (| 2.50% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 868 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D NIRANJAN JENA 25642 
Runner up : JNP(SC) RAMA CHANDRA MALLICK 19540 
MARGIN: 6102 ( 13.00% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 26 - DHARAMSALA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 8 0 8 

5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 

1. GENERAL 51313 41216 92529 

2. SERVICE 0 0 ) 

3. TOTAL 51313 41216 92529 
II. ELECTORS WHO VOTED 

1. GENERAL 32007 23433 55440 

2. POSTAL 0 0 0 

3. TOTAL 32007 23433 55440 
IV. VOTES 

1. POLLED 55440 (59.92% of Total Electors) 

2. VALID 54327 

3. REJECTED 1113 (| 2.01% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 103 


AVERAGE ELECTORS PER POLLING STATION : 898 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner IND KANGALI PANDA 15582 
Runner up : JNP(SC) GURU CHARAN TIKAYAT 13450 
MARGIN 2132 ( 3.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 27 - BARCHANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 51256 47151 98407 
2. SERVICE 0 0 0 
3, TOTAL 51256 47151 98407 
Ill. ELECTORS WHO VOTED 
1. GENERAL 36823 28319 65142 
2. POSTAL 0 0 0 
3. TOTAL 36823 28319 65142 
IV. VOTES 
1. POLLED 65142 ( 66.20% of Total Electors) 
2. VALID 63928 
3, REJECTED 1214 ( 1.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 114 AVERAGE ELECTORS PER POLLING STATION : 863 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SITAKANTA MOHAPATRA 35121 
Runner up : JNP(SC) MANAGOBINDA SAMAL 11910 
MARGIN : 23211 ( 36.31% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 28 - BARI-DERABISI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 49860 44385 94245 
2. SERVICE 0 0 0 
3. TOTAL 49860 44385 94245 
Il. ELECTORS WHO VOTED 
1. GENERAL 32791 25956 58747 
2. POSTAL 0 0 0 
3. TOTAL 32791 25956 58747 
IV. VOTES 
1. POLLED 58747 ( 62.33% of Total Electors) 
2. VALID 57695 
3, REJECTED 1052 ( 1.79% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 110 AVERAGE ELECTORS PER POLLING STATION : 857 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP(SC) SRIKANTA KUMAR JENA 32051 
Runner up : INC(D DEBA RAY 22677 
MARGIN: 9374 ( 16.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 29 - BINJHARPUR (SC) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 4 0 4 

5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 

1. GENERAL 51705 44710 96415 

2. SERVICE 0 0 0 

3. TOTAL 51705 44710 96415 
II. ELECTORS WHO VOTED 

1. GENERAL 25308 18521 43829 

2. POSTAL 0 0 0 

3. TOTAL 25308 18521 43829 
IV. VOTES 

1. POLLED 43829 ( 45.46% of Total Electors) 

2. VALID 42921 

3. REJECTED 908 (| 2.07% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 116 


AVERAGE ELECTORS PER POLLING STATION : 831 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner INC(D) NABA KISHORE MALLIK 20519 
Runner up : JNP(SC) JAGANNATH MALLIK 18464 
MARGIN 2055 ( 4.79% of Total Valid Votes ) 


rptConstituencySummary - Page 29 of 147 


39 


Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 30-AUL 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


100080 


0 


100080 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


63597 (63.55% of Total Electors) 


62562 


1035 ( 1.63% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 
NUMBER : 120 


AVERAGE ELECTORS PER POLLING STATION : 834 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: JNP(SC) SARAT DEB 32505 
Runner up : INC(D) DOLAGOBINDA NAIK 30057 
MARGIN. : 2448 ( 3.91% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 31 -PATAMUNDAI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
II. ELECTORS 
1. GENERAL 58039 50376 108415 
2. SERVICE 0 0 0 
3, TOTAL 58039 50376 108415 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24272 14099 38371 
2. POSTAL 0 0 0 
3. TOTAL 24272 14099 38371 
IV. VOTES 
1. POLLED 38371 ( 35.39% of Total Electors) 
2. VALID 37590 
3, REJECTED 781 (| 2.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 127 AVERAGE ELECTORS PER POLLING STATION : 854 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BISWANATH MALLIK 24916 
Runner up : JNP(SC) TAPAS KUMAR DAS 12674 
MARGIN: 12242 ( 32.57% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 32 -RAJNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 54681 45093 99774 
2. SERVICE 0 0 0 
3, TOTAL 54681 45093 99774 
Ill. ELECTORS WHO VOTED 
1. GENERAL 38033 30534 68567 
2. POSTAL 0 0 0 
3. TOTAL 38033 30534 68567 
IV. VOTES 
1. POLLED 68567 ( 68.72% of Total Electors) 
2. VALID 67767 
3, REJECTED 800 ( 1.17% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 126 AVERAGE ELECTORS PER POLLING STATION : 792 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP(SC) NALINIKANTA MOHANTY 37902 
Runner up : INC(1) LAXMIDHAR LENKA 28260 
MARGIN: 9642 ( 14.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 33 - KENDRAPARA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 3 0 3 

5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 

1. GENERAL 49032 42460 91492 

2. SERVICE 0 0 0 

3. TOTAL 49032 42460 91492 
II. ELECTORS WHO VOTED 

1. GENERAL 30414 26942 57356 

2. POSTAL 0 0 0 

3. TOTAL 30414 26942 57356 
IV. VOTES 

1. POLLED 57356 (62.69% of Total Electors) 

2. VALID 56489 

3. REJECTED 867 (| 1.51% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 111 AVERAGE ELECTORS PER POLLING STATION : 824 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC(D) INDRAMANI ROUT 29459 
Runner up : JNP(SC) BED PRAKASH AGRAWALLA 25609 
MARGIN 3850 ( 6.82% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 34-PATKURA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
II. ELECTORS 
1. GENERAL 56710 49744 106454 
2. SERVICE 0 0 0 
3, TOTAL 56710 49744 106454 
Ill. ELECTORS WHO VOTED 
1. GENERAL 37265 29903 67168 
2. POSTAL 0 0 0 
3. TOTAL 37265 29903 67168 
IV. VOTES 
1. POLLED 67168 ( 63.10% of Total Electors) 
2. VALID 66129 
3, REJECTED 1039 ( 1.55% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 135 AVERAGE ELECTORS PER POLLING STATION : 789 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP(SC) BIJU PATNAIK 34953 
Runner up : INC() BHAGABAT PRASAD MOHANTY 17089 
MARGIN: 17864 ( 27.01% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 35-TIRTOL 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 5 0 5 

5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 

1. GENERAL 56664 50975 107639 

2. SERVICE 0 0 ) 

3. TOTAL 56664 50975 107639 
II. ELECTORS WHO VOTED 

1. GENERAL 36769 35561 72330 

2. POSTAL 0 0 0 

3. TOTAL 36769 35561 72330 
IV. VOTES 

1. POLLED 72330 (67.20% of Total Electors) 

2. VALID 71170 

3. REJECTED 1160 (| 1.60% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 128 


AVERAGE ELECTORS PER POLLING STATION : 841 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner INC(D) BASANT KUMAR BISWAL 37627 
Runner up : JNP(SC) PRATAP CHANDRA MOHANTY 30519 
MARGIN 7108 (9.99% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 36-ERSAMA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 64230 51918 116148 
2. SERVICE 0 0 0 
3, TOTAL 64230 51918 116148 
Ill. ELECTORS WHO VOTED 
1. GENERAL 40381 39075 79456 
2. POSTAL 0 0 0 
3. TOTAL 40381 39075 79456 
IV. VOTES 
1. POLLED 79456 (68.41% of Total Electors) 
2. VALID 78276 
3, REJECTED 1180 ( 1.49% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 139 AVERAGE ELECTORS PER POLLING STATION : 836 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP(SC) DAMODAR ROUT 34940 
Runner up : CPI LOKANATH CHOUDHURY 25251 
MARGIN: 9689 ( 12.38% of Total Valid Votes ) 


rptConstituencySummary - Page 36 of 147 
46 


Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 37-BALIKUDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 52521 45361 97882 
2. SERVICE 0 0 0 
3, TOTAL 52521 45361 97882 
Il. ELECTORS WHO VOTED 
1. GENERAL 33155 30842 63997 
2. POSTAL 0 0 0 
3. TOTAL 33155 30842 63997 
IV. VOTES 
1. POLLED 63997 ( 65.38% of Total Electors) 
2. VALID 62880 
3, REJECTED 1117 (| 1.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 127 AVERAGE ELECTORS PER POLLING STATION :771 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() BASUDEV MOHAPATRA 36246 
Runner up : JNP(SC) UMESH SWAIN 21321 
MARGIN: 14925 ( 23.74% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 38 - JAGATSINGHPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 56384 49107 105491 
2. SERVICE 0 0 0 
3, TOTAL 56384 49107 105491 
Ill. ELECTORS WHO VOTED 
1. GENERAL 29361 20927 50288 
2. POSTAL 0 0 0 
3. TOTAL 29361 20927 50288 
IV. VOTES 
1. POLLED 50288 ( 47.67% of Total Electors) 
2. VALID 49168 
3, REJECTED 1120 (| 2.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 129 AVERAGE ELECTORS PER POLLING STATION : 818 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) KRUSHNA CHANDRA MALLIK 21588 
Runner up : JNP(SC) KANDURI CHARAN MALLIK 13350 
MARGIN: 8238 ( 16.75% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 39 - KISSANNAGAR 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 6 0 6 

5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 

1. GENERAL 51696 44652 96348 

2. SERVICE 0 0 ) 

3. TOTAL 51696 44652 96348 
II. ELECTORS WHO VOTED 

1. GENERAL 32632 26706 59338 

2. POSTAL 0 0 0 

3. TOTAL 32632 26706 59338 
IV. VOTES 

1. POLLED 59338 (61.59% of Total Electors) 

2. VALID 58049 

3. REJECTED 1289 (| 2.17% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 123 AVERAGE ELECTORS PER POLLING STATION : 783 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner IND SURENDRANATH PATNAIK 18858 
Runner up : INC(D) KHIROD PASAYAT 14437 
MARGIN 4421 ( 7.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 40 -MAHANGA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


57313 (64.91% of Total Electors) 


56312 


1001 (| 1.75% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 
NUMBER : 114 


AVERAGE ELECTORS PER POLLING STATION : 775 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: INC(D) SK. MATLUB ALI 27623 
Runner up : JNP(SC) SARAT KUMAR KAR 24477 
MARGIN. : 3146 (5.59% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 41 -SALEPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
II. ELECTORS 
1. GENERAL 46178 44015 90193 
2. SERVICE 0 0 0 
3. TOTAL 46178 44015 90193 
Ill. ELECTORS WHO VOTED 
1. GENERAL 29303 20070 49373 
2. POSTAL 0 0 0 
3. TOTAL 29303 20070 49373 
IV. VOTES 
1. POLLED 49373 (54.74% of Total Electors) 
2. VALID 48280 
3, REJECTED 1093 (| 2.21% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 111 AVERAGE ELECTORS PER POLLING STATION : 813 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) MAYADHAR SETHI 28397 
Runner up : JNP(SC) KALANDI CHARAN BEHERA 19883 
MARGIN: 8514 ( 17.63% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 42 -GOBINDPUR 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 5 0 5 

5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 

1. GENERAL 55517 46554 102071 

2. SERVICE 0 0 ) 

3. TOTAL 55517 46554 102071 
II. ELECTORS WHO VOTED 

1. GENERAL 34101 28350 62451 

2. POSTAL 0 0 0 

3. TOTAL 34101 28350 62451 
IV. VOTES 

1. POLLED 62451 (61.18% of Total Electors) 

2. VALID 60880 

3. REJECTED 1571 (| 2.52% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 131 


AVERAGE ELECTORS PER POLLING STATION : 779 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner JNP(SC) ANTARJYAMI PRADHAN 21927 
Runner up : INC(D) KALPATARU ROUT 17123 
MARGIN 4804 ( 7.89% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 43 - CUTTACK SADAR 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 3 0 3 

5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 

1. GENERAL 58314 48402 106716 

2. SERVICE 0 0 ) 

3. TOTAL 58314 48402 106716 
II. ELECTORS WHO VOTED 

1. GENERAL 31829 23206 55035 

2. POSTAL 0 0 0 

3. TOTAL 31829 23206 55035 
IV. VOTES 

1. POLLED 55035 (51.57% of Total Electors) 

2. VALID 53746 

3. REJECTED 1289 (| 2.34% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 441 


AVERAGE ELECTORS PER POLLING STATION : 757 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner INC(D) DOLAGOBINDA PRADHAN 25735 
Runner up : INC(U) TRILOCHAN KANUNGO 24148 
MARGIN 1587 ( 2.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 44- CUTTACK CITY 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 83407 53612 137019 
2. SERVICE 0 0 0 
3. TOTAL 83407 53612 137019 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25910 14247 40157 
2. POSTAL 0 0 0 
3. TOTAL 25910 14247 40157 
IV. VOTES 
1. POLLED 40157 ( 29.31% of Total Electors) 
2. VALID 39549 
3, REJECTED 608 ( 1.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 164 AVERAGE ELECTORS PER POLLING STATION : 835 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SRIKANT PANDA 23620 
Runner up : JNP(JP) BISWANATH PANDIT 12986 
MARGIN: 10634 ( 26.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 45 - CHOUDWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 49775 43970 93745 
2. SERVICE 0 0 0 
3, TOTAL 49775 43970 93745 
Ill. ELECTORS WHO VOTED 
1. GENERAL 34789 25976 60765 
2. POSTAL 0 0 0 
3. TOTAL 34789 25976 60765 
IV. VOTES 
1. POLLED 60765 ( 64.82% of Total Electors) 
2. VALID 59117 
3, REJECTED 1648 (| 2.71% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 123 AVERAGE ELECTORS PER POLLING STATION : 762 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) KANHU CHARAN LANKA 31131 
Runner up : JNP(SC) RAJ KISHORE RAM 20537 
MARGIN : 10594 (17.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 46 - BANKI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 51037 46509 97546 
2. SERVICE 0 0 0 
3, TOTAL 51037 46509 97546 
Ill. ELECTORS WHO VOTED 
1. GENERAL 35682 27739 63421 
2. POSTAL 0 0 0 
3. TOTAL 35682 27739 63421 
IV. VOTES 
1. POLLED 63421 (65.02% of Total Electors) 
2. VALID 61946 
3, REJECTED 1475 (| 2.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 130 AVERAGE ELECTORS PER POLLING STATION : 750 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) AKSHAYA KUMAR PATNAIK 26725 
Runner up : JNP(SC) GHANSHYAM SAHOO 16285 
MARGIN : 10440 ( 16.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 47 - ATHGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 1 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 52710 47532 100242 
2. SERVICE 0 0 0 
3. TOTAL 52710 47532 100242 
Ill. ELECTORS WHO VOTED 
1. GENERAL 33620 18961 52581 
2. POSTAL 0 0 0 
3. TOTAL 33620 18961 52581 
IV. VOTES 
1. POLLED 52581 (52.45% of Total Electors) 
2. VALID 51441 
3, REJECTED 1140 (| 2.17% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 122 AVERAGE ELECTORS PER POLLING STATION : 822 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) RASANANDA SAHOO 30702 
Runner up : JNP(SC) RASMANJARI DEVI 10838 
MARGIN: 19864 ( 38.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 48 - BARAMBA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
II. ELECTORS 
1. GENERAL 50662 45998 96660 
2. SERVICE 0 0 0 
3, TOTAL 50662 45998 96660 
Ill. ELECTORS WHO VOTED 
1. GENERAL 33758 23300 57058 
2. POSTAL 0 0 0 
3. TOTAL 33758 23300 57058 
IV. VOTES 
1. POLLED 57058 (59.03% of Total Electors) 
2. VALID 55643 
3, REJECTED 1415 (| 2.48% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 115 AVERAGE ELECTORS PER POLLING STATION : 841 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SAMIR KUMAR ROUTRAY 27907 
Runner up : IND RAJASHEB TRILOCHAN SINGH DEO 20052 
MARGIN : 7855 ( 14.12% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 49 - BALIPATNA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 44502 42620 87122 
2. SERVICE 0 0 0 
3, TOTAL 44502 42620 87122 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23667 13640 37307 
2. POSTAL 0 0 0 
3. TOTAL 23667 13640 37307 
IV. VOTES 
1. POLLED 37307 ( 42.82% of Total Electors) 
2. VALID 36382 
3, REJECTED 925 (| 2.48% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 103 AVERAGE ELECTORS PER POLLING STATION : 846 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BASANTA BEHERA 14747 
Runner up : JNP(SC) GYANA RANJAN BEHERA 8205 
MARGIN: 6542 ( 17.98% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 50 - BHUBANESWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 8 1 9 
5. FORFEITED DEPOSIT 6 1 7 
II. ELECTORS 
1. GENERAL 66383 47372 113755 
2. SERVICE 0 0 0 
3, TOTAL 66383 47372 113755 
Ill. ELECTORS WHO VOTED 
1. GENERAL 31690 19551 51241 
2. POSTAL 0 0 0 
3. TOTAL 31690 19551 51241 
IV. VOTES 
1. POLLED 51241 (45.05% of Total Electors) 
2. VALID 50301 
3, REJECTED 940 ( 1.83% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 136 AVERAGE ELECTORS PER POLLING STATION : 836 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPI RAMA KRUSHNA PATI 28103 
Runner up : INC() DHIREN PATTNAIK 16326 
MARGIN: 11777 ( 23.41% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 51-JATNI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 1 f 
5. FORFEITED DEPOSIT 5 1 6 
II. ELECTORS 
1. GENERAL 47056 42521 89577 
2. SERVICE 0 0 0 
3, TOTAL 47056 42521 89577 
Ill. ELECTORS WHO VOTED 
1. GENERAL 29703 20069 49772 
2. POSTAL 0 0 0 
3. TOTAL 29703 20069 49772 
IV. VOTES 
1. POLLED 49772 (55.56% of Total Electors) 
2. VALID 48493 
3, REJECTED 1279 (| 2.57% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 759 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SURESH KUMAR ROUTRAY 30045 
Runner up : JNP(SC) DINABANDHU BAIRSAL 7001 
MARGIN : 23044 ( 47.52% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 52 - PIPLI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 50848 44245 95093 
2. SERVICE 0 0 0 
3. TOTAL 50848 44245 95093 
Il. ELECTORS WHO VOTED 
1. GENERAL 33134 22364 55498 
2. POSTAL 0 0 0 
3. TOTAL 33134 22364 55498 
IV. VOTES 
1. POLLED 55498 (58.36% of Total Electors) 
2. VALID 53665 
3, REJECTED 1833 ( 3.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 108 AVERAGE ELECTORS PER POLLING STATION : 880 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() BIPIN DAS 21373 
Runner up : JNP(JP) PURNA CHANDRA MISHRA 14839 
MARGIN : 6534 ( 12.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 53 - NIMAPARA (SC) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 5 0 5 

5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 

1. GENERAL 51776 48088 99864 

2. SERVICE 0 0 ) 

3. TOTAL 51776 48088 99864 
II. ELECTORS WHO VOTED 

1. GENERAL 36154 26811 62965 

2. POSTAL 0 0 0 

3. TOTAL 36154 26811 62965 
IV. VOTES 

1. POLLED 62965 (63.05% of Total Electors) 

2. VALID 60653 

3. REJECTED 2312 ( 3.67% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 126 


AVERAGE ELECTORS PER POLLING STATION : 793 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner INC(D) RABINDRA KUMAR SETHY 25444 
Runner up : CPI BRAHMANANDA MALLIK 22109 
MARGIN 3335 (5.50% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 54-KAKATPUR 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 4 1 5 

5. FORFEITED DEPOSIT 2 1 3 
Il. ELECTORS 

1. GENERAL 52179 50156 102335 

2. SERVICE 0 0 ) 

3. TOTAL 52179 50156 102335 
II. ELECTORS WHO VOTED 

1. GENERAL 39053 32920 71973 

2. POSTAL 0 0 0 

3. TOTAL 39053 32920 71973 
IV. VOTES 

1. POLLED 71973 (70.33% of Total Electors) 

2. VALID 70715 

3. REJECTED 1258 (| 1.75% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 123 


AVERAGE ELECTORS PER POLLING STATION : 832 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner INC(D) BAIKUNTHANATH SWAIN 33298 
Runner up : JNP(SC) SURENDRANATH NAIK 28257 
MARGIN 5041 ( 7.13% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 55 - SATYABADI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
II. ELECTORS 
1. GENERAL 51031 44142 95173 
2. SERVICE 0 0 0 
3, TOTAL 51031 44142 95173 
Ill. ELECTORS WHO VOTED 
1. GENERAL 31048 21871 52919 
2. POSTAL 0 0 0 
3. TOTAL 31048 21871 52919 
IV. VOTES 
1. POLLED 52919 (55.60% of Total Electors) 
2. VALID 51417 
3, REJECTED 1502 (| 2.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION : 898 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) RABINDRA KUMAR DAS 28627 
Runner up : JNP(SC) CHANDRA MADHAB MISHRA 13304 
MARGIN: 15323 ( 29.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 56 - PURI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 60187 53819 114006 
2. SERVICE 0 0 0 
3, TOTAL 60187 53819 114006 
Ill. ELECTORS WHO VOTED 
1. GENERAL 30467 20396 50863 
2. POSTAL 0 0 0 
3. TOTAL 30467 20396 50863 
IV. VOTES 
1. POLLED 50863 ( 44.61% of Total Electors) 
2. VALID 49363 
3, REJECTED 1500 (| 2.95% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 126 AVERAGE ELECTORS PER POLLING STATION :; 905 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) GADADHAR MISHRA 25004 
Runner up : JNP(JP) BRAJA KISHORE TRIPATHY 12894 
MARGIN: 12110 ( 24.53% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 57 - BRAHMAGIRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 51420 47149 98569 
2. SERVICE 0 0 0 
3, TOTAL 51420 47149 98569 
Ill. ELECTORS WHO VOTED 
1. GENERAL 34648 23399 58047 
2. POSTAL 0 0 0 
3. TOTAL 34648 23399 58047 
IV. VOTES 
1. POLLED 58047 (58.89% of Total Electors) 
2. VALID 56626 
3, REJECTED 1421 (| 2.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 114 AVERAGE ELECTORS PER POLLING STATION : 865 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D GANGADHAR MOHAPATRA 20893 
Runner up : JNP(SC) AJAYA KUMAR JENA 12404 
MARGIN: 8489 ( 14.99% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 58 - CHILKA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 54320 49310 103630 
2. SERVICE 0 0 0 
3, TOTAL 54320 49310 103630 
Ill. ELECTORS WHO VOTED 
1. GENERAL 34983 26535 61518 
2. POSTAL 0 0 0 
3. TOTAL 34983 26535 61518 
IV. VOTES 
1. POLLED 61518 (59.36% of Total Electors) 
2. VALID 59557 
3, REJECTED 1961 ( 3.19% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 124 AVERAGE ELECTORS PER POLLING STATION : 836 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) DEBENDRANATH MANSINGH 29860 
Runner up : BJP BISWABHUSAN HARICHANDAN 21770 
MARGIN: 8090 ( 13.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 59-KHURDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 53535 50147 103682 
2. SERVICE 0 0 0 
3, TOTAL 53535 50147 103682 
Ill. ELECTORS WHO VOTED 
1. GENERAL 31490 24715 56205 
2. POSTAL 0 0 0 
3. TOTAL 31490 24715 56205 
IV. VOTES 
1. POLLED 56205 (54.21% of Total Electors) 
2. VALID 54492 
3, REJECTED 1713 ( 3.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 122 AVERAGE ELECTORS PER POLLING STATION : 850 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) PRASANNA KUMAR PATSANI 26573 
Runner up : JNP(SC) SUDARSAN MOHANTY 16819 
MARGIN: 9754 ( 17.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 60 -BEGUNIA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 55256 52665 107921 
2. SERVICE 0 0 0 
3, TOTAL 55256 52665 107921 
Ill. ELECTORS WHO VOTED 
1. GENERAL 35614 26283 61897 
2. POSTAL 0 0 0 
3. TOTAL 35614 26283 61897 
IV. VOTES 
1. POLLED 61897 (57.35% of Total Electors) 
2. VALID 59961 
3, REJECTED 1936 ( 3.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 132 AVERAGE ELECTORS PER POLLING STATION : 818 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) KAILASH CHANDRA MOHAPATRA 28231 
Runner up : CPI GANGADHAR PAIKARAY 16177 
MARGIN: 12054 ( 20.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 61-RANPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 1 4 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 51756 48540 100296 
2. SERVICE 0 0 0 
3, TOTAL 51756 48540 100296 
Ill. ELECTORS WHO VOTED 
1. GENERAL 38364 22722 61086 
2. POSTAL 0 0 0 
3. TOTAL 38364 22722 61086 
IV. VOTES 
1. POLLED 61086 (60.91% of Total Electors) 
2. VALID 59539 
3, REJECTED 1547 (| 2.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 135 AVERAGE ELECTORS PER POLLING STATION : 743 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) RAMAKANT MISHRA 30654 
Runner up : CPM RAMESH CHANDRA PANDA 14516 
MARGIN: 16138 ( 27.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 62 - NAYAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 48056 42550 90606 
2. SERVICE 0 0 0 
3. TOTAL 48056 42550 90606 
Ill. ELECTORS WHO VOTED 
1. GENERAL 36593 14689 51282 
2. POSTAL 0 0 0 
3. TOTAL 36593 14689 51282 
IV. VOTES 
1. POLLED 51282 (56.60% of Total Electors) 
2. VALID 49901 
3, REJECTED 1381 (| 2.69% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 123 AVERAGE ELECTORS PER POLLING STATION : 737 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BANSIDHAR SAHOO 29421 
Runner up : JNP(JP) BHAGABAT BEHERA 15584 
MARGIN: 13837 ( 27.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 63 -KHANDAPARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 47226 42110 89336 
2. SERVICE 0 0 0 
3, TOTAL 47226 42110 89336 
Ill. ELECTORS WHO VOTED 
1. GENERAL 37795 28318 66113 
2. POSTAL 0 0 0 
3. TOTAL 37795 28318 66113 
IV. VOTES 
1. POLLED 66113 ( 74.00% of Total Electors) 
2. VALID 64642 
3, REJECTED 1471 (| 2.22% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 119 AVERAGE ELECTORS PER POLLING STATION : 751 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND BIBHUTI BHUSAN SINGH MARDRAJ 31829 
Runner up : IND SATYA SUNDAR MISHRA 15603 
MARGIN: 16226 ( 25.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 64-DASPALLA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 45792 40769 86561 
2. SERVICE 0 0 0 
3, TOTAL 45792 40769 86561 
Ill. ELECTORS WHO VOTED 
1. GENERAL 33089 20351 53440 
2. POSTAL 0 0 0 
3. TOTAL 33089 20351 53440 
IV. VOTES 
1. POLLED 53440 (61.74% of Total Electors) 
2. VALID 51971 
3, REJECTED 1469 (| 2.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 734 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) HARIHAR KARAN 29232 
Runner up : JNP(SC) RUDRA MADHAB RAY 20965 
MARGIN: 8267 (15.91% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 65 - JAGANATHPRASAD (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 45806 50250 96056 
2. SERVICE 0 0 0 
3, TOTAL 45806 50250 96056 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20121 8686 28807 
2. POSTAL 0 0 0 
3. TOTAL 20121 8686 28807 
IV. VOTES 
1. POLLED 28807 ( 29.99% of Total Electors) 
2. VALID 28201 
3, REJECTED 606 (| 2.10% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 115 AVERAGE ELECTORS PER POLLING STATION : 835 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SRIBATCHA NAIK 17435 
Runner up : JNP(SC) UDAYANATH NAIK 7022 
MARGIN : 10413 ( 36.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 66 - BHANJANAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 48429 45365 93794 
2. SERVICE 0 0 0 
3. TOTAL 48429 45365 93794 
Il. ELECTORS WHO VOTED 
1. GENERAL 29860 24435 54295 
2. POSTAL 0 0 0 
3. TOTAL 29860 24435 54295 
IV. VOTES 
1. POLLED 54295 (57.89% of Total Electors) 
2. VALID 53109 
3, REJECTED 1186 (| 2.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 107 AVERAGE ELECTORS PER POLLING STATION : 877 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D SOMNATH RATH 24684 
Runner up : IND RAMAKRISHNA GOUDA 23671 
MARGIN: 1013 (1.91% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 67-SURUDA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 3 0 3 

5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 

1. GENERAL 51327 48530 99857 

2. SERVICE 0 0 ) 

3. TOTAL 51327 48530 99857 
II. ELECTORS WHO VOTED 

1. GENERAL 32939 21292 54231 

2. POSTAL 0 0 0 

3. TOTAL 32939 21292 54231 
IV. VOTES 

1. POLLED 54231 (54.31% of Total Electors) 

2. VALID 53083 

3. REJECTED 1148 (| 2.12% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 114 AVERAGE ELECTORS PER POLLING STATION : 876 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC(D) GANTAYAT SWAIN 24636 
Runner up : JNP(JP) ANANTA NARAYAN SINGH DEO 22214 
MARGIN 2422 ( 4.56% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 68 - ASKA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 3 0 3 

5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 

1. GENERAL 46198 41593 87791 

2. SERVICE 0 0 ) 

3. TOTAL 46198 41593 87791 
II. ELECTORS WHO VOTED 

1. GENERAL 26800 23213 50013 

2. POSTAL 0 0 0 

3. TOTAL 26800 23213 50013 
IV. VOTES 

1. POLLED 50013 (56.97% of Total Electors) 

2. VALID 49012 

3. REJECTED 1001 ( 2.00% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 100 


AVERAGE ELECTORS PER POLLING STATION : 878 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: INC(D) RAGHABA PARIDA 22488 
Runner up : CPI HARIHARA DAS 18573 
MARGIN. : 3915 ( 7.99% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 69 - KAVISURYANAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 55667 52719 108386 
2. SERVICE 0 0 0 
3, TOTAL 55667 52719 108386 
Ill. ELECTORS WHO VOTED 
1. GENERAL 34859 24357 59216 
2. POSTAL 0 0 0 
3. TOTAL 34859 24357 59216 
IV. VOTES 
1. POLLED 59216 (54.63% of Total Electors) 
2. VALID 57624 
3, REJECTED 1592 (| 2.69% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 127 AVERAGE ELECTORS PER POLLING STATION : 853 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) RADHA GOVINDA SAHU 24119 
Runner up : JNP(SC) LAXMINARAYAN CHOUDHURY 16189 
MARGIN : 7930 ( 13.76% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 70-KODALA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 4 0 4 

5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 

1. GENERAL 56681 49941 106622 

2. SERVICE 0 0 0 

3. TOTAL 56681 49941 106622 
II. ELECTORS WHO VOTED 

1. GENERAL 34870 24270 59140 

2. POSTAL 0 0 0 

3. TOTAL 34870 24270 59140 
IV. VOTES 

1. POLLED 59140 (55.47% of Total Electors) 

2. VALID 57372 

3. REJECTED 1768 (| 2.99% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 125 


AVERAGE ELECTORS PER POLLING STATION : 853 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner INC(D) KANHU CHARAN NAIK 28151 
Runner up : JNP(JP) RAMKRUSHNA PATNAIK 25751 
MARGIN 2400 ( 4.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 71-KHALLIKOTE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 54684 48793 103477 
2. SERVICE 0 0 0 
3, TOTAL 54684 48793 103477 
Ill. ELECTORS WHO VOTED 
1. GENERAL 32360 22872 55232 
2. POSTAL 0 0 0 
3. TOTAL 32360 22872 55232 
IV. VOTES 
1. POLLED 55232 (53.38% of Total Electors) 
2. VALID 53721 
3, REJECTED 1511 (| 2.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 877 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) TRINATH SAMANTARY 28673 
Runner up : JNP(SC) NARAYAN SAHU 17102 
MARGIN : 11571 ( 21.54% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 72 -CHATRAPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 0 0 0 
II. ELECTORS 
1. GENERAL 51282 47805 99087 
2. SERVICE 0 0 0 
3, TOTAL 51282 47805 99087 
Ill. ELECTORS WHO VOTED 
1. GENERAL 29683 22796 52479 
2. POSTAL 0 0 0 
3. TOTAL 29683 22796 52479 
IV. VOTES 
1. POLLED 52479 (52.96% of Total Electors) 
2. VALID 50861 
3, REJECTED 1618 ( 3.08% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 119 AVERAGE ELECTORS PER POLLING STATION : 833 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPI BISWANATH SAHU 24125 
Runner up : INC(1) RANKANIDHI PATRA 14790 
MARGIN: 9335 ( 18.35% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 73 - HINJILI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


101561 


0 


101561 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


48494 (47.75% of Total Electors) 


47145 


1349 (| 2.78% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 
NUMBER : 122 


AVERAGE ELECTORS PER POLLING STATION : 832 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: JNP(SC) BRUNDABAN NAYAK 24822 
Runner up : INC(D) UMA SANKAR SABAT 22323 
MARGIN. : 2499 (5.30% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 74-GOPALPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 50581 47561 98142 
2. SERVICE 0 0 0 
3, TOTAL 50581 47561 98142 
Il. ELECTORS WHO VOTED 
1. GENERAL 25275 19165 44440 
2. POSTAL 0 0 0 
3. TOTAL 25275 19165 44440 
IV. VOTES 
1. POLLED 44440 ( 45.28% of Total Electors) 
2. VALID 42931 
3, REJECTED 1509 ( 3.40% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER: 115 AVERAGE ELECTORS PER POLLING STATION : 853 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D GHANASHYAM BEHERA 31998 
Runner up : JNP(SC) RAMA CHANDRA SETHY 10232 
MARGIN : 21766 ( 50.70% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 75 - BERHAMPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 54877 50806 105683 
2. SERVICE 0 0 0 
3, TOTAL 54877 50806 105683 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25662 18708 44370 
2. POSTAL 0 0 0 
3. TOTAL 25662 18708 44370 
IV. VOTES 
1. POLLED 44370 ( 41.98% of Total Electors) 
2. VALID 43376 
3, REJECTED 994 (| 2.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 122 AVERAGE ELECTORS PER POLLING STATION : 866 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) KRUSHNA CHARAN PATNAIK 28762 
Runner up : INC(U) BINAYAK ACHARYA 11807 
MARGIN: 16955 ( 39.09% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 76 - CHIKATI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 5 0 5 

5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 

1. GENERAL 54483 50700 105183 

2. SERVICE 0 0 ) 

3. TOTAL 54483 50700 105183 
II. ELECTORS WHO VOTED 

1. GENERAL 32024 26251 58275 

2. POSTAL 0 0 0 

3. TOTAL 32024 26251 58275 
IV. VOTES 

1. POLLED 58275 (55.40% of Total Electors) 

2. VALID 56023 

3. REJECTED 2252 ( 3.86% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 123 


AVERAGE ELECTORS PER POLLING STATION : 855 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner IND CHINTAMANI DYAN SAMATRA 20119 
Runner up : INC(D) SATCHIDANANDA DEO 16659 
MARGIN 3460 ( 6.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 77-MOHANA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 4 0 4 

5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 

1. GENERAL 47820 46010 93830 

2. SERVICE 0 0 ) 

3. TOTAL 47820 46010 93830 
II. ELECTORS WHO VOTED 

1. GENERAL 25853 17146 42999 

2. POSTAL 0 0 0 

3. TOTAL 25853 17146 42999 
IV. VOTES 

1. POLLED 42999 ( 45.83% of Total Electors) 

2. VALID 41532 

3. REJECTED 1467 ( 3.41% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 115 


AVERAGE ELECTORS PER POLLING STATION : 816 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner JNP(SC) UDAYA NARAYAN DEV 16857 
Runner up : INC(D) GOPAL CHANDRA DAS 14586 
MARGIN 2271 (5.47% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 78 - RAMAGIRI (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


29744 (36.09% of Total Electors) 


28500 


1244 (| 4.18% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 


NUMBER: 115 AVERAGE ELECTORS PER POLLING STATION : 717 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() GORSANGA SAVARA 13346 
Runner up : JNP(SC) CHAKRADHAR PAIK 11848 
MARGIN : 1498 (5.26% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 79 -PARLAKHEMUNDI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


68929 (71.84% of Total Electors) 


66455 


2474 ( 3.59% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 
NUMBER : 115 


AVERAGE ELECTORS PER POLLING STATION : 834 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: IND BIJOY KUMAR JENA 21932 
Runner up : IND INJA VENKANTA RAO 19927 
MARGIN. : 2005 ( 3.02% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 80 - GUNUPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 49046 47299 96345 
2. SERVICE 0 0 0 
3. TOTAL 49046 47299 96345 
Il. ELECTORS WHO VOTED 
1. GENERAL 21757 12642 34399 
2. POSTAL 0 0 0 
3. TOTAL 21757 12642 34399 
IV. VOTES 
1. POLLED 34399 ( 35.70% of Total Electors) 
2. VALID 33231 
3, REJECTED 1168 ( 3.40% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 120 AVERAGE ELECTORS PER POLLING STATION : 803 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D BHAGIRATHI GAMANGO 18671 
Runner up : IND PURNA CHANDRA GAMANGO 11585 
MARGIN : 7086 ( 21.32% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 81 - BISSAM-CUTTACK (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 44108 42454 86562 
2. SERVICE 0 0 0 
3. TOTAL 44108 42454 86562 
Il. ELECTORS WHO VOTED 
1. GENERAL 19636 9790 29426 
2. POSTAL 0 0 0 
3. TOTAL 19636 9790 29426 
IV. VOTES 
1. POLLED 29426 ( 33.99% of Total Electors) 
2. VALID 27839 
3, REJECTED 1587 ( 5.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 100 AVERAGE ELECTORS PER POLLING STATION : 866 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() DAMBARUDHAR ULAKA 21152 
Runner up : JNP(JP) BISWANATH CHOUDHURY 6687 
MARGIN: 14465 (51.96% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 82 - RAYAGADA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 
1. GENERAL 48801 45370 94171 
2. SERVICE 0 0 0 
3, TOTAL 48801 45370 94171 
Il. ELECTORS WHO VOTED 
1. GENERAL 21064 10637 31701 
2. POSTAL 0 0 0 
3. TOTAL 21064 10637 31701 
IV. VOTES 
1. POLLED 31701 ( 33.66% of Total Electors) 
2. VALID 29867 
3, REJECTED 1834 ( 5.79% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 124 AVERAGE ELECTORS PER POLLING STATION : 759 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() ULAKA RAMCHANDRA 25496 
Runner up : JNP(SC) BIDIKA MALANNA 4371 
MARGIN : 21125 ( 70.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 83 - LAKSHMIPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 40160 40774 80934 
2. SERVICE 0 0 0 
3. TOTAL 40160 40774 80934 
Il. ELECTORS WHO VOTED 
1. GENERAL 16859 6811 23670 
2. POSTAL 0 0 0 
3. TOTAL 16859 6811 23670 
IV. VOTES 
1. POLLED 23670 ( 29.25% of Total Electors) 
2. VALID 22233 
3, REJECTED 1437 ( 6.07% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER: 115 AVERAGE ELECTORS PER POLLING STATION : 704 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D ANANTARAM MAJHI 14883 
Runner up : JNP(SC) AKHIL SAUNTA 7350 
MARGIN : 7533 ( 33.88% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 84- POTTANGI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 2 1 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 46715 44351 91066 
2. SERVICE 0 0 0 
3, TOTAL 46715 44351 91066 
Ill. ELECTORS WHO VOTED 
1. GENERAL 11788 3454 15242 
2. POSTAL 0 0 0 
3. TOTAL 11788 3454 15242 
IV. VOTES 
1. POLLED 15242 (16.74% of Total Electors) 
2. VALID 14372 
3, REJECTED 870 ( 5.71% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION : 859 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) CHANDRAMA SANTA 8890 
Runner up : JNP(SC) PANGI JAYARAM 3731 
MARGIN: 5159 ( 35.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 85 - KORAPUT 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 46037 44519 90556 
2. SERVICE 0 0 0 
3, TOTAL 46037 44519 90556 
Ill. ELECTORS WHO VOTED 
1. GENERAL 17063 5401 22464 
2. POSTAL 0 0 0 
3. TOTAL 17063 5401 22464 
IV. VOTES 
1. POLLED 22464 ( 24.81% of Total Electors) 
2. VALID 21429 
3, REJECTED 1035 ( 4.61% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 111 AVERAGE ELECTORS PER POLLING STATION : 816 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) NRUSINGHANANDA BRAHMA 10188 
Runner up : JNP(SC) HARISH CHANDRA BUXIPATRA 7987 
MARGIN: 2201 ( 10.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 86 - MALKANGIRI (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


19645 ( 28.01% of Total Electors) 


18251 


1394 ( 7.10% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 


NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION :779 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() NAKA LAXMAYA 7387 
Runner up : JNP(SC) NAKA KANNAYA 6774 
MARGIN: 613 ( 3.36% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 87 - CHITRAKONDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 40135 36689 76824 
2. SERVICE 0 0 0 
3, TOTAL 40135 36689 76824 
Ill. ELECTORS WHO VOTED 
1. GENERAL 11746 3258 15004 
2. POSTAL 0 0 0 
3. TOTAL 11746 3258 15004 
IV. VOTES 
1. POLLED 15004 (19.53% of Total Electors) 
2. VALID 14332 
3, REJECTED 672 ( 4.48% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 110 AVERAGE ELECTORS PER POLLING STATION : 698 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) GANGADHAR MADI 7509 
Runner up : JNP(JP) PRAHALLAD DORA 3253 
MARGIN: 4256 ( 29.70% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 88 - KOTPAD (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 45268 43714 88982 
2. SERVICE 0 0 0 
3, TOTAL 45268 43714 88982 
Ill. ELECTORS WHO VOTED 
1. GENERAL 14499 5446 19945 
2. POSTAL 0 0 0 
3. TOTAL 14499 5446 19945 
IV. VOTES 
1. POLLED 19945 ( 22.41% of Total Electors) 
2. VALID 18989 
3, REJECTED 956 ( 4.79% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 109 AVERAGE ELECTORS PER POLLING STATION : 816 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BASUDEV MAJHI 13191 
Runner up : INC(U) PRABHUDAN BHATRA 3767 
MARGIN: 9424 ( 49.63% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 89 - JEYPORE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 43791 42590 86381 
2. SERVICE 0 0 0 
3, TOTAL 43791 42590 86381 
Ill. ELECTORS WHO VOTED 
1. GENERAL 22392 13347 35739 
2. POSTAL 0 0 0 
3. TOTAL 22392 13347 35739 
IV. VOTES 
1. POLLED 35739 ( 41.37% of Total Electors) 
2. VALID 33805 
3, REJECTED 1934 ( 5.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 112 AVERAGE ELECTORS PER POLLING STATION : 771 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) RAGHUNATH PATNAIK 23480 
Runner up : JNP(SC) PRATAP NARAYAN SINGH DEO 8488 
MARGIN: 14992 ( 44.35% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 90 - NOWRANGPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 40405 39545 79950 
2. SERVICE 0 0 0 
3, TOTAL 40405 39545 79950 
II. ELECTORS WHO VOTED 
1. GENERAL 22372 12629 35001 
2. POSTAL 0 0 0 
3. TOTAL 22372 12629 35001 
IV. VOTES 
1. POLLED 35001 ( 43.78% of Total Electors) 
2. VALID 33324 
3, REJECTED 1677 ( 4.79% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 101 AVERAGE ELECTORS PER POLLING STATION : 792 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D HABIBULLA KHAN 25243 
Runner up : INC(U) N. AHMED 5275 
MARGIN: 19968 (59.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 91 - KODINGA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
Il. ELECTORS 
1. GENERAL 41644 40450 82094 
2. SERVICE 0 0 0 
3, TOTAL 41644 40450 82094 
Il. ELECTORS WHO VOTED 
1. GENERAL 15455 5362 20817 
2. POSTAL 0 0 0 
3. TOTAL 15455 5362 20817 
IV. VOTES 
1. POLLED 20817 ( 25.36% of Total Electors) 
2. VALID 19750 
3, REJECTED 1067 ( 5.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9 AVERAGE ELECTORS PER POLLING STATION : 855 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() DOMBERU MAJHI 13509 
Runner up : JNP(JP) SAMBARU MAJHI 6241 
MARGIN : 7268 ( 36.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 92 - DABUGAM (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


25109 ( 28.41% of Total Electors) 


23700 


1409 ( 5.61% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 
NUMBER : 107 


AVERAGE ELECTORS PER POLLING STATION : 826 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: INC(D) PHULAMANI SANTA 10315 
Runner up : IND BHAGABAN MAJHI 8778 
MARGIN. : 1537 ( 6.49% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 93 - UMARKOTE (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 2 5 
5. FORFEITED DEPOSIT 2 1 3 
II. ELECTORS 
1. GENERAL 41008 39980 80988 
2. SERVICE 0 0 0 
3, TOTAL 41008 39980 80988 
Ill. ELECTORS WHO VOTED 
1. GENERAL 18561 7863 26424 
2. POSTAL 0 0 0 
3. TOTAL 18561 7863 26424 
IV. VOTES 
1. POLLED 26424 ( 32.63% of Total Electors) 
2. VALID 25099 
3, REJECTED 1325 ( 5.01% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 97 AVERAGE ELECTORS PER POLLING STATION : 835 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) PARAMA PUJARI 13357 
Runner up : IND GURUBARI MAJHI 6416 
MARGIN: 6941 ( 27.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 94-NAWAPARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 41515 42120 83635 
2. SERVICE 0 0 0 
3, TOTAL 41515 42120 83635 
Ill. ELECTORS WHO VOTED 
1. GENERAL 26172 16441 42613 
2. POSTAL 0 0 0 
3. TOTAL 26172 16441 42613 
IV. VOTES 
1. POLLED 42613 (50.95% of Total Electors) 
2. VALID 40735 
3, REJECTED 1878 ( 4.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 111 AVERAGE ELECTORS PER POLLING STATION : 753 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BHANU PRAKASH JOSHI 19694 
Runner up : JNP(SC) GHASIRAM MAJHI 11566 
MARGIN: 8128 (19.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 95 - KHARIAR 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 5 0 5 

5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 

1. GENERAL 40068 40710 80778 

2. SERVICE 0 0 ) 

3. TOTAL 40068 40710 80778 
II. ELECTORS WHO VOTED 

1. GENERAL 25434 12597 38031 

2. POSTAL 0 0 0 

3. TOTAL 25434 12597 38031 
IV. VOTES 

1. POLLED 38031 (47.08% of Total Electors) 

2. VALID 36416 

3. REJECTED 1615 ( 4.25% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 105 


AVERAGE ELECTORS PER POLLING STATION : 769 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner IND ANUP SINGH DEO 14581 
Runner up : INC(D) KAPIL NARAYAN TIWARI 11310 
MARGIN 3271 ( 8.98% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 96 - DHARAMGARH (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 42533 41456 83989 
2. SERVICE 0 0 0 
3. TOTAL 42533 41456 83989 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20118 8643 28761 
2. POSTAL 0 0 0 
3. TOTAL 20118 8643 28761 
IV. VOTES 
1. POLLED 28761 ( 34.24% of Total Electors) 
2. VALID 27581 
3, REJECTED 1180 ( 4.10% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 103 AVERAGE ELECTORS PER POLLING STATION : 815 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) GAJANAN NAYAK 14288 
Runner up : BJP PANCHANAN SINDUR 6034 
MARGIN: 8254 ( 29.93% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 97 -KOKSARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 41056 40606 81662 
2. SERVICE 0 0 0 
3, TOTAL 41056 40606 81662 
Ill. ELECTORS WHO VOTED 
1. GENERAL 22634 14704 37338 
2. POSTAL 0 0 0 
3. TOTAL 22634 14704 37338 
IV. VOTES 
1. POLLED 37338 (45.72% of Total Electors) 
2. VALID 35552 
3, REJECTED 1786 ( 4.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION : 770 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) MONMOHAN MATHUR 14116 
Runner up : IND KRUTIBAS PUJHARI 9301 
MARGIN: 4815 ( 13.54% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 98 - JUNAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 9 0 9 
5. FORFEITED DEPOSIT 8 0 8 
II. ELECTORS 
1. GENERAL 40757 41653 82410 
2. SERVICE 0 0 0 
3, TOTAL 40757 41653 82410 
Ill. ELECTORS WHO VOTED 
1. GENERAL 22858 12461 35319 
2. POSTAL 0 0 0 
3. TOTAL 22858 12461 35319 
IV. VOTES 
1. POLLED 35319 ( 42.86% of Total Electors) 
2. VALID 33611 
3, REJECTED 1708 ( 4.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 101 AVERAGE ELECTORS PER POLLING STATION : 816 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) MAHESWAR BARAD 15686 
Runner up : JNP(SC) CHAKRADHAR BEHERA 5345 
MARGIN : 10341 ( 30.77% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 99 - BHAWANIPATNA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 44865 43954 88819 
2. SERVICE 0 0 0 
3, TOTAL 44865 43954 88819 
Ill. ELECTORS WHO VOTED 
1. GENERAL 19911 9647 29558 
2. POSTAL 0 0 0 
3. TOTAL 19911 9647 29558 
IV. VOTES 
1. POLLED 29558 ( 33.28% of Total Electors) 
2. VALID 28387 
3, REJECTED 1171 ( 3.96% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 105 AVERAGE ELECTORS PER POLLING STATION : 846 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) DAY ANIDHI NAIK 20435 
Runner up : JNP(SC) BHAGYABAN DAS 5091 
MARGIN: 15344 ( 54.05% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 100 - NARLA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 35986 36282 72268 
2. SERVICE 0 0 0 
3, TOTAL 35986 36282 72268 
Ill. ELECTORS WHO VOTED 
1. GENERAL 14348 5621 19969 
2. POSTAL 0 0 0 
3. TOTAL 14348 5621 19969 
IV. VOTES 
1. POLLED 19969 ( 27.63% of Total Electors) 
2. VALID 19255 
3, REJECTED 714 ( 3.58% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 89 AVERAGE ELECTORS PER POLLING STATION : 812 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) TEJRAJ MAJHI 10787 
Runner up : IND PURNA CHANDRA MAJHI 3234 
MARGIN: 7553 ( 39.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 101 - KESINGA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 5 0 5 
II. ELECTORS 
1. GENERAL 42087 40997 83084 
2. SERVICE 0 0 0 
3, TOTAL 42087 40997 83084 
Ill. ELECTORS WHO VOTED 
1. GENERAL 28339 17356 45695 
2. POSTAL 0 0 0 
3. TOTAL 28339 17356 45695 
IV. VOTES 
1. POLLED 45695 (55.00% of Total Electors) 
2. VALID 44169 
3, REJECTED 1526 ( 3.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 839 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BHUPINDER SINGH 21955 
Runner up : JNP(SC) NILAMANI SAHU 9231 
MARGIN: 12724 ( 28.81% of Total Valid Votes ) 


rptConstituencySummary - Page 101 of 147 
111 


Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 102 - BALLIGUDA (ST) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 4 0 4 

5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 

1. GENERAL 44036 43340 87376 

2. SERVICE 0 0 ) 

3. TOTAL 44036 43340 87376 
II. ELECTORS WHO VOTED 

1. GENERAL 21504 10721 32225 

2. POSTAL 0 0 0 

3. TOTAL 21504 10721 32225 
IV. VOTES 

1. POLLED 32225 ( 36.88% of Total Electors) 

2. VALID 30784 

3. REJECTED 1441 ( 4.47% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 115 


AVERAGE ELECTORS PER POLLING STATION : 760 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner INC(D) SAHURA MALLIK 13791 
Runner up : IND SADANANDA KONHAR 12709 
MARGIN 1082 ( 3.51% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 103 - UDAYAGIRI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
Il. ELECTORS 
1. GENERAL 45866 46488 92354 
2. SERVICE 0 0 0 
3. TOTAL 45866 46488 92354 
Il. ELECTORS WHO VOTED 
1. GENERAL 17657 11945 29602 
2. POSTAL 0 0 0 
3. TOTAL 17657 11945 29602 
IV. VOTES 
1. POLLED 29602 ( 32.05% of Total Electors) 
2. VALID 28795 
3, REJECTED 807 (| 2.73% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 122 AVERAGE ELECTORS PER POLLING STATION : 757 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D NAGARJUN PRADHAN 15592 
Runner up : IND PAUL PRADHAN 7804 
MARGIN: 7788 ( 27.05% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 104 - PHULBANI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 49031 44651 93682 
2. SERVICE 0 0 0 
3, TOTAL 49031 44651 93682 
Ill. ELECTORS WHO VOTED 
1. GENERAL 18691 9180 27871 
2. POSTAL 0 0 0 
3. TOTAL 18691 9180 27871 
IV. VOTES 
1. POLLED 27871 ( 29.75% of Total Electors) 
2. VALID 26765 
3, REJECTED 1106 ( 3.97% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 111 AVERAGE ELECTORS PER POLLING STATION : 844 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) CHANDRA SEKHAR BEHERA 16124 
Runner up : JNP(SC) INDRAMANI BEHERA 8911 
MARGIN: 7213 ( 26.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 105 - BOUDH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 53732 48423 102155 
2. SERVICE 0 0 0 
3, TOTAL 53732 48423 102155 
Ill. ELECTORS WHO VOTED 
1. GENERAL 35942 24429 60371 
2. POSTAL 0 0 0 
3. TOTAL 35942 24429 60371 
IV. VOTES 
1. POLLED 60371 (59.10% of Total Electors) 
2. VALID 58201 
3, REJECTED 2170 ( 3.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 113 AVERAGE ELECTORS PER POLLING STATION :; 904 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) HIMANSHU SEKHAR PANDHI 33959 
Runner up : JNP(SC) NATABAR PRADHAN 22163 
MARGIN: 11796 ( 20.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 106 - TITILAGARH (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 45498 43217 88715 
2. SERVICE 0 0 0 
3, TOTAL 45498 43217 88715 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20593 9500 30093 
2. POSTAL 0 0 0 
3. TOTAL 20593 9500 30093 
IV. VOTES 
1. POLLED 30093 ( 33.92% of Total Electors) 
2. VALID 28944 
3, REJECTED 1149 ( 3.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 100 AVERAGE ELECTORS PER POLLING STATION : 887 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) LALIT MOHAN GANDHI 17580 
Runner up : JNP(JP) ACHYUTANANDA MAHANANDA 5289 
MARGIN: 12291 ( 42.46% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 107 - KANTABANJI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
II. ELECTORS 
1. GENERAL 41100 37865 78965 
2. SERVICE 0 0 0 
3, TOTAL 41100 37865 78965 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20955 11004 31959 
2. POSTAL 0 0 0 
3. TOTAL 20955 11004 31959 
IV. VOTES 
1. POLLED 31959 ( 40.47% of Total Electors) 
2. VALID 30725 
3, REJECTED 1234 ( 3.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 89 AVERAGE ELECTORS PER POLLING STATION : 887 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) PRASANNA KUMAR PAL 16850 
Runner up : IND NITYANANDA SAHU 7596 
MARGIN  : 9254 ( 30.12% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 108 - PATNAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 44039 42997 87036 
2. SERVICE 0 0 0 
3, TOTAL 44039 42997 87036 
Ill. ELECTORS WHO VOTED 
1. GENERAL 27256 16749 44005 
2. POSTAL 0 0 0 
3. TOTAL 27256 16749 44005 
IV. VOTES 
1. POLLED 44005 (50.56% of Total Electors) 
2. VALID 42228 
3, REJECTED 1777 ( 4.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 113 AVERAGE ELECTORS PER POLLING STATION : 770 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BRAJAMOHAN THAKUR 23407 
Runner up : JNP(SC) AINTHU SAHOO 15253 
MARGIN  : 8154 ( 19.31% of Total Valid Votes ) 


rptConstituencySummary - Page 108 of 147 
118 


Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 109 - SAINTALA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
II. ELECTORS 
1. GENERAL 42851 42239 85090 
2. SERVICE 0 0 0 
3, TOTAL 42851 42239 85090 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20826 8997 29823 
2. POSTAL 0 0 0 
3. TOTAL 20826 8997 29823 
IV. VOTES 
1. POLLED 29823 (35.05% of Total Electors) 
2. VALID 28620 
3, REJECTED 1203 ( 4.03% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 100 AVERAGE ELECTORS PER POLLING STATION : 851 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) RAMESH CHANDRA SINGH BHOI 14915 
Runner up : IND JAGENSWAR BABU 5726 
MARGIN  : 9189 ( 32.11% of Total Valid Votes ) 


rptConstituencySummary - Page 109 of 147 
119 


Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 110 - LOISINGHA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 48222 46340 94562 
2. SERVICE 0 0 0 
3, TOTAL 48222 46340 94562 
Il. ELECTORS WHO VOTED 
1. GENERAL 30006 19514 49520 
2. POSTAL 0 0 0 
3. TOTAL 30006 19514 49520 
IV. VOTES 
1. POLLED 49520 (52.37% of Total Electors) 
2. VALID 47418 
3, REJECTED 2102 ( 4.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION : 892 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner 4 IND BALGOPAL MISHRA 30187 
Runner up : INC(D SURYABHANU MISHRA 11967 
MARGIN : 18220 ( 38.42% of Total Valid Votes ) 


rptConstituencySummary - Page 110 of 147 
120 


Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 111 - BOLANGIR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 10 0 10 
5. FORFEITED DEPOSIT 9 0 9 
Il. ELECTORS 
1. GENERAL 52797 50263 103060 
2. SERVICE 0 0 0 
3. TOTAL 52797 50263 103060 
II. ELECTORS WHO VOTED 
1. GENERAL 25654 15713 41367 
2. POSTAL 0 0 0 
3. TOTAL 25654 15713 41367 
IV. VOTES 
1. POLLED 41367 ( 40.14% of Total Electors) 
2. VALID 39600 
3. REJECTED 1767 (| 4.27% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 117 AVERAGE ELECTORS PER POLLING STATION : 881 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(I) MAHAMMAD MUZAFAR HUSSAIN KHAN 14370 
Runner up : JNP(SC) MURALIDHAR GURU 6145 
MARGIN  : 8225 ( 20.77% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 112 - SONEPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 52387 50945 103332 
2. SERVICE 0 0 0 
3, TOTAL 52387 50945 103332 
Ill. ELECTORS WHO VOTED 
1. GENERAL 22212 9969 32181 
2. POSTAL 0 0 0 
3. TOTAL 22212 9969 32181 
IV. VOTES 
1. POLLED 32181 (31.14% of Total Electors) 
2. VALID 30971 
3, REJECTED 1210 ( 3.76% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 116 AVERAGE ELECTORS PER POLLING STATION : 891 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) DHANESWAR KUMBHAR 20512 
Runner up : INC(U) RAMAKANTA SETH 4761 
MARGIN: 15751 ( 50.86% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 113 - BINKA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 
1. GENERAL 54848 53295 108143 
2. SERVICE 0 0 0 
3, TOTAL 54848 53295 108143 
Il. ELECTORS WHO VOTED 
1. GENERAL 33720 19571 53291 
2. POSTAL 0 0 0 
3. TOTAL 33720 19571 53291 
IV. VOTES 
1. POLLED 53291 ( 49.28% of Total Electors) 
2. VALID 50831 
3, REJECTED 2460 ( 4.62% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 122 AVERAGE ELECTORS PER POLLING STATION : 886 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() PRADIPT HOTA 19160 
Runner up : INC(U) MAHATMA PRASAD BHOI 9468 
MARGIN  : 9692 ( 19.07% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 114 - BIRMAHARAJPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 
1. GENERAL 48954 45377 94331 
2. SERVICE 0 0 0 
3. TOTAL 48954 45377 94331 
Il. ELECTORS WHO VOTED 
1. GENERAL 25727 12976 38703 
2. POSTAL 0 0 0 
3. TOTAL 25727 12976 38703 
IV. VOTES 
1. POLLED 38703 ( 41.03% of Total Electors) 
2. VALID 37056 
3, REJECTED 1647 (| 4.26% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 100 AVERAGE ELECTORS PER POLLING STATION : 943 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() HRUSHIKESH HOTA 17893 
Runner up : JNP(SC) SURENDRA PRADHAN 11537 
MARGIN  : 6356 (17.15% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 115 - ATHMALLIK 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 46196 41456 87652 
2. SERVICE 0 0 0 
3, TOTAL 46196 41456 87652 
Ill. ELECTORS WHO VOTED 
1. GENERAL 28049 16954 45003 
2. POSTAL 0 0 0 
3. TOTAL 28049 16954 45003 
IV. VOTES 
1. POLLED 45003 (51.34% of Total Electors) 
2. VALID 43472 
3, REJECTED 1531 ( 3.40% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 104 AVERAGE ELECTORS PER POLLING STATION : 843 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BHAJAMAN BEHERA 26221 
Runner up : INC(U) BALAKRUSHNA PATNAIK 13221 
MARGIN  : 13000 ( 29.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 116 - ANGUL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 52069 46938 99007 
2. SERVICE 0 0 0 
3, TOTAL 52069 46938 99007 
Ill. ELECTORS WHO VOTED 
1. GENERAL 32267 21990 54257 
2. POSTAL 0 0 0 
3. TOTAL 32267 21990 54257 
IV. VOTES 
1. POLLED 54257 (54.80% of Total Electors) 
2. VALID 52334 
3, REJECTED 1923 ( 3.54% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 119 AVERAGE ELECTORS PER POLLING STATION : 832 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SANTOSH KUMAR PRADHAN 27729 
Runner up : JNP(SC) ADWAIT PRASAD SINGH 19471 
MARGIN  : 8258 ( 15.78% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 117 - HINDOL (SC) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 3 0 3 

5. FORFEITED DEPOSIT 1 0 1 
Il. ELECTORS 

1. GENERAL 46199 43669 89868 

2. SERVICE 0 0 ) 

3. TOTAL 46199 43669 89868 
II. ELECTORS WHO VOTED 

1. GENERAL 25924 13925 39849 

2. POSTAL 0 0 0 

3. TOTAL 25924 13925 39849 
IV. VOTES 

1. POLLED 39849 ( 44.34% of Total Electors) 

2. VALID 38329 

3. REJECTED 1520 ( 3.81% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 109 


AVERAGE ELECTORS PER POLLING STATION : 824 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner : JNP(SC) TRINATH NAYAK 16670 
Runner up : INC() HARIHAR SETHI 16390 
MARGIN  : 280 (0.73% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 118 - DHENKANAL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 2 1 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 48045 42163 90208 
2. SERVICE 0 0 0 
3, TOTAL 48045 42163 90208 
Ill. ELECTORS WHO VOTED 
1. GENERAL 27817 16975 44792 
2. POSTAL 0 0 0 
3. TOTAL 27817 16975 44792 
IV. VOTES 
1. POLLED 44792 ( 49.65% of Total Electors) 
2. VALID 43643 
3, REJECTED 1149 (| 2.57% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 104 AVERAGE ELECTORS PER POLLING STATION : 867 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(U) NANDINI SATPATHY 25797 
Runner up : INC(]) PRAFULLA KUMAR BHANJA 16976 
MARGIN  : 8821 ( 20.21% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 119 - GONDIA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 10 0 10 

5. FORFEITED DEPOSIT 7 0 7 
Il. ELECTORS 

1. GENERAL 45702 42116 87818 

2. SERVICE 0 0 ) 

3. TOTAL 45702 42116 87818 
II. ELECTORS WHO VOTED 

1. GENERAL 25663 13076 38739 

2. POSTAL 0 0 0 

3. TOTAL 25663 13076 38739 
IV. VOTES 

1. POLLED 38739 (44.11% of Total Electors) 

2. VALID 37580 

3. REJECTED 1159 (| 2.99% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 104 AVERAGE ELECTORS PER POLLING STATION : 844 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC(U) HALADHAR MISHRA 11330 
Runner up : IND BIDHAN CHANDRA MISRA 8208 
MARGIN 3122 ( 8.31% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 120 - KAMAKHYANAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 50207 47439 97646 
2. SERVICE 0 0 0 
3, TOTAL 50207 47439 97646 
Ill. ELECTORS WHO VOTED 
1. GENERAL 28803 16004 44807 
2. POSTAL 0 0 0 
3. TOTAL 28803 16004 44807 
IV. VOTES 
1. POLLED 44807 ( 45.89% of Total Electors) 
2. VALID 43759 
3, REJECTED 1048 (| 2.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 828 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) KAILASH CHANDRA MOHAPATRA 25616 
Runner up : INC(U) BRAHMANANDA BISWAL 14275 
MARGIN  : 11341 ( 25.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 121 -PALLAHARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
Il. ELECTORS 
1. GENERAL 51350 47719 99069 
2. SERVICE 0 0 0 
3, TOTAL 51350 47719 99069 
Il. ELECTORS WHO VOTED 
1. GENERAL 28133 10675 38808 
2. POSTAL 0 0 0 
3. TOTAL 28133 10675 38808 
IV. VOTES 
1. POLLED 38808 ( 39.17% of Total Electors) 
2. VALID 37702 
3, REJECTED 1106 (| 2.85% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 122 AVERAGE ELECTORS PER POLLING STATION : 812 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() BIBHUDHENDRA PRATAP DAS 14961 
Runner up : IND NRUSINGH CHARAN SAHU 6691 
MARGIN  : 8270 ( 21.94% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 122 - TALCHER (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


111175 


0 


111175 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


41062 (36.93% of Total Electors) 


40385 


677 (| 1.65% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 
NUMBER : 128 


AVERAGE ELECTORS PER POLLING STATION : 869 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner : JNP(JP) BRUNDABAN BAHERA 20215 
Runner up : INC()) PABITRAMOHAN NAIK 19325 
MARGIN  : 890 ( 2.20% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 123 -PADAMPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
II. ELECTORS 
1. GENERAL 46955 48420 95375 
2. SERVICE 0 0 0 
3. TOTAL 46955 48420 95375 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24174 14078 38252 
2. POSTAL 0 0 0 
3. TOTAL 24174 14078 38252 
IV. VOTES 
1. POLLED 38252 ( 40.11% of Total Electors) 
2. VALID 36353 
3, REJECTED 1899 ( 4.96% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 116 AVERAGE ELECTORS PER POLLING STATION : 822 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) SATYA BHUSAN SAHU 15478 
Runner up : INC(U) MURARI PRASAD MISHRA 10018 
MARGIN  : 5460 ( 15.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 124-MELCHHAMUNDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 47811 47769 95580 
2. SERVICE 0 0 0 
3, TOTAL 47811 47769 95580 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25268 15293 40561 
2. POSTAL 0 0 0 
3. TOTAL 25268 15293 40561 
IV. VOTES 
1. POLLED 40561 ( 42.44% of Total Electors) 
2. VALID 39128 
3, REJECTED 1433 ( 3.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 111 AVERAGE ELECTORS PER POLLING STATION : 861 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) PRAKASH CHANDRA DEBATA 20208 
Runner up : IND PURNA CHANDRA SAHU 7009 
MARGIN  : 13199 ( 33.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 125 - BIJEPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 55079 51009 106088 
2. SERVICE 0 0 0 
3, TOTAL 55079 51009 106088 
Ill. ELECTORS WHO VOTED 
1. GENERAL 31216 19570 50786 
2. POSTAL 0 0 0 
3. TOTAL 31216 19570 50786 
IV. VOTES 
1. POLLED 50786 ( 47.87% of Total Electors) 
2. VALID 48566 
3, REJECTED 2220 ( 4.37% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 121 AVERAGE ELECTORS PER POLLING STATION : 877 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) RAJIB LOCHAN HOTA 23656 
Runner up : JNP(SC) SIBA PRASAD PADHAN 12026 
MARGIN: 11630 ( 23.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 126 - BHATLI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 52499 48735 101234 
2. SERVICE 0 0 0 
3, TOTAL 52499 48735 101234 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24733 17213 41946 
2. POSTAL 0 0 0 
3. TOTAL 24733 17213 41946 
IV. VOTES 
1. POLLED 41946 ( 41.43% of Total Electors) 
2. VALID 40464 
3, REJECTED 1482 ( 3.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 115 AVERAGE ELECTORS PER POLLING STATION : 880 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) MOHAN NAG 27392 
Runner up : BJP BIMBAHAR KUAR 10741 
MARGIN  : 16651 ( 41.15% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 127 - BARGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 60327 54080 114407 
2. SERVICE 0 0 0 
3, TOTAL 60327 54080 114407 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25849 22329 48178 
2. POSTAL 0 0 0 
3. TOTAL 25849 22329 48178 
IV. VOTES 
1. POLLED 48178 ( 42.11% of Total Electors) 
2. VALID 46148 
3, REJECTED 2030 (| 4.21% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 136 AVERAGE ELECTORS PER POLLING STATION : 841 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) JADUMANI PADHAN 27689 
Runner up : JNP(SC) NABIN KUMAR PADHAN 13648 
MARGIN: 14041 ( 30.43% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 128 - SAMBALPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 1 5 
5. FORFEITED DEPOSIT 2 1 3 
II. ELECTORS 
1. GENERAL 67562 55145 122707 
2. SERVICE 0 0 0 
3, TOTAL 67562 55145 122707 
Ill. ELECTORS WHO VOTED 
1. GENERAL 29031 18215 47246 
2. POSTAL 0 0 0 
3. TOTAL 29031 18215 47246 
IV. VOTES 
1. POLLED 47246 ( 38.50% of Total Electors) 
2. VALID 45633 
3, REJECTED 1613 ( 3.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 151 AVERAGE ELECTORS PER POLLING STATION : 813 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) ASWINI KUMAR GURU 29603 
Runner up : JNP(SC) BISHNU PRASAD MISHRA 7619 
MARGIN  : 21984 ( 48.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 129 - BRAJARAJNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 49707 45643 95350 
2. SERVICE 0 0 0 
3, TOTAL 49707 45643 95350 
Ill. ELECTORS WHO VOTED 
1. GENERAL 29665 17219 46884 
2. POSTAL 0 0 0 
3. TOTAL 29665 17219 46884 
IV. VOTES 
1. POLLED 46884 ( 49.17% of Total Electors) 
2. VALID 45450 
3, REJECTED 1434 (| 3.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 112 AVERAGE ELECTORS PER POLLING STATION : 851 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) UPENDRA DIXIT 24815 
Runner up : CPI PRASANNA KUMAR PANDA 16277 
MARGIN  : 8538 ( 18.79% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 130 - JHARSUGUDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
II. ELECTORS 
1. GENERAL 54836 49781 104617 
2. SERVICE 0 0 0 
3. TOTAL 54836 49781 104617 
Ill. ELECTORS WHO VOTED 
1. GENERAL 29321 17736 47057 
2. POSTAL 0 0 0 
3. TOTAL 29321 17736 47057 
IV. VOTES 
1. POLLED 47057 ( 44.98% of Total Electors) 
2. VALID 45350 
3, REJECTED 1707 ( 3.63% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 122 AVERAGE ELECTORS PER POLLING STATION : 858 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BIRENDRA PANDEY 26375 
Runner up : JNP(SC) JHASKETAN SAHU 8475 
MARGIN: 17900 ( 39.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 131 - LAIKERA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 2 0 2 
5. FORFEITED DEPOSIT 0 0 0 
II. ELECTORS 
1. GENERAL 45155 42365 87520 
2. SERVICE 0 0 0 
3, TOTAL 45155 42365 87520 
Ill. ELECTORS WHO VOTED 
1. GENERAL 21733 10307 32040 
2. POSTAL 0 0 0 
3. TOTAL 21733 10307 32040 
IV. VOTES 
1. POLLED 32040 ( 36.61% of Total Electors) 
2. VALID 30870 
3, REJECTED 1170 ( 3.65% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 921 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) HEMANANDA BISWAL 22706 
Runner up : JNP(SC) BINOD BIHARI SINGH 8164 
MARGIN: 14542 ( 47.11% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 132 - KUCHINDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 3 0 3 
5. FORFEITED DEPOSIT 1 0 1 
II. ELECTORS 
1. GENERAL 44101 42554 86655 
2. SERVICE 0 0 0 
3, TOTAL 44101 42554 86655 
Ill. ELECTORS WHO VOTED 
1. GENERAL 17883 7735 25618 
2. POSTAL 0 0 0 
3. TOTAL 17883 7735 25618 
IV. VOTES 
1. POLLED 25618 ( 29.56% of Total Electors) 
2. VALID 24704 
3, REJECTED 914 ( 3.57% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 116 AVERAGE ELECTORS PER POLLING STATION : 747 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) JAGATESWAR MIRDHA 18820 
Runner up : JNP(JP) DEBARCHAN KALO 4845 
MARGIN: 13975 ( 56.57% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 133 - RATIRAKHOL (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 44751 44079 88830 
2. SERVICE 0 0 0 
3. TOTAL 44751 44079 88830 
Ill. ELECTORS WHO VOTED 
1. GENERAL 18796 9112 27908 
2. POSTAL 0 0 0 
3. TOTAL 18796 9112 27908 
IV. VOTES 
1. POLLED 27908 (31.42% of Total Electors) 
2. VALID 26521 
3, REJECTED 1387 ( 4.97% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 111 AVERAGE ELECTORS PER POLLING STATION : 800 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) ABHIMANYU KUMAR 16660 
Runner up : JNP(SC) BASANT KUMAR MAHANANDA 6417 
MARGIN: 10243 ( 38.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 134 - DEOGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
II. ELECTORS 
1. GENERAL 51358 46383 97741 
2. SERVICE 0 0 0 
3, TOTAL 51358 46383 97741 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24701 13490 38191 
2. POSTAL 0 0 0 
3. TOTAL 24701 13490 38191 
IV. VOTES 
1. POLLED 38191 ( 39.07% of Total Electors) 
2. VALID 37196 
3, REJECTED 995 (| 2.61% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 131 AVERAGE ELECTORS PER POLLING STATION : 746 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) ASWINI KUMAR BEHERA 16227 
Runner up : IND BALARAM SAHU 8228 
MARGIN: 7999 ( 21.51% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 135 - SUNDARGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 9 1 10 
5. FORFEITED DEPOSIT 8 1 9 
II. ELECTORS 
1. GENERAL 45036 43013 88049 
2. SERVICE 0 0 0 
3, TOTAL 45036 43013 88049 
Ill. ELECTORS WHO VOTED 
1. GENERAL 27235 16626 43861 
2. POSTAL 0 0 0 
3. TOTAL 27235 16626 43861 
IV. VOTES 
1. POLLED 43861 ( 49.81% of Total Electors) 
2. VALID 42239 
3, REJECTED 1622 ( 3.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 103 AVERAGE ELECTORS PER POLLING STATION : 855 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) KISHORE CHANDRA PATAL 31053 
Runner up : INC(U) ANANDA CHANDRA NAIK 5868 
MARGIN: 25185 ( 59.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 136 - TALSARA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 39139 39004 78143 
2. SERVICE 0 0 0 
3, TOTAL 39139 39004 78143 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20024 11202 31226 
2. POSTAL 0 0 0 
3. TOTAL 20024 11202 31226 
IV. VOTES 
1. POLLED 31226 ( 39.96% of Total Electors) 
2. VALID 29812 
3, REJECTED 1414 ( 4.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °% AVERAGE ELECTORS PER POLLING STATION : 849 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) GAJADHAR MAJHI 17033 
Runner up : JNP(SC) IGNANCE MAJHI 4889 
MARGIN: 12144 ( 40.74% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 137 - RAJGANGPUR (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


34280 (37.20% of Total Electors) 


32777 


1503 (| 4.38% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 
NUMBER : 101 


AVERAGE ELECTORS PER POLLING STATION : 912 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: INC(D) MUKHARAM NAIK 10827 
Runner up : JNP(SC) MANGUAL KISAN 8521 
MARGIN. : 2306 ( 7.04% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 138 - BIRAMITRAPUR (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE 


FEMALE 


TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


23610 (29.21% of Total Electors) 


22610 


1000 (| 4.24% of Total Votes Polled) 


0 


0 


V. POLLING STATIONS 


NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION : 898 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC() JUMUS BILUNG 7443 
Runner up : JKD CHRISTODAS LUGUN 6465 
MARGIN  : 978 ( 4.33% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 139 - ROURKELA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 10 0 10 
5. FORFEITED DEPOSIT 9 0 9 
Il. ELECTORS 
1. GENERAL 78274 52613 130887 
2. SERVICE 0 0 0 
3. TOTAL 78274 52613 130887 
Il. ELECTORS WHO VOTED 
1. GENERAL 33872 15188 49060 
2. POSTAL 0 0 0 
3. TOTAL 33872 15188 49060 
IV. VOTES 
1. POLLED 49060 ( 37.48% of Total Electors) 
2. VALID 48038 
3. REJECTED 1022 ( 2.08% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 137 AVERAGE ELECTORS PER POLLING STATION : 955 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D GURUPADA NANDA 16396 
Runner up : JNP(SC) BRAJA KISHORE MOHANTY 7080 
MARGIN  : 9316 ( 19.39% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 140 - RAGHUNATHPALI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 47366 39928 87294 
2. SERVICE 0 0 0 
3, TOTAL 47366 39928 87294 
Ill. ELECTORS WHO VOTED 
1. GENERAL 16772 7212 23984 
2. POSTAL 0 0 0 
3. TOTAL 16772 7212 23984 
IV. VOTES 
1. POLLED 23984 ( 27.47% of Total Electors) 
2. VALID 23092 
3, REJECTED 892 ( 3.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 100 AVERAGE ELECTORS PER POLLING STATION : 873 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D NELSON SORENG 10511 
Runner up : JNP(SC) REBI DEHURY 7734 
MARGIN  : 2777 ( 12.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 141 - BONAI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 8 0 8 
5. FORFEITED DEPOSIT 6 0 6 
II. ELECTORS 
1. GENERAL 41225 39171 80396 
2. SERVICE 0 0 0 
3, TOTAL 41225 39171 80396 
Ill. ELECTORS WHO VOTED 
1. GENERAL 19174 8733 27907 
2. POSTAL 0 0 0 
3. TOTAL 19174 8733 27907 
IV. VOTES 
1. POLLED 27907 ( 34.71% of Total Electors) 
2. VALID 26635 
3, REJECTED 1272 ( 4.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 837 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) BASANTA KUMAR DANDAPAT 9299 
Runner up : CPM RABI NARAYAN NAIK 4789 
MARGIN  : 4510 ( 16.93% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 142 - CHAMPUA (ST) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 5 0 5 

5. FORFEITED DEPOSIT 2 0 2 
Il. ELECTORS 

1. GENERAL 47484 40946 88430 

2. SERVICE 0 0 ) 

3. TOTAL 47484 40946 88430 
II. ELECTORS WHO VOTED 

1. GENERAL 24395 14094 38489 

2. POSTAL 0 0 0 

3. TOTAL 24395 14094 38489 
IV. VOTES 

1. POLLED 38489 (43.52% of Total Electors) 

2. VALID 36818 

3. REJECTED 1671 ( 4.34% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 109 AVERAGE ELECTORS PER POLLING STATION : 811 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP(SC) SAHAREI ORAM 13135 
Runner up : INC(D DHANURJOY LAGURI 11689 
MARGIN: 1446 ( 3.93% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 143 - PATNA (ST) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 5 0 5 

5. FORFEITED DEPOSIT 3 0 3 
Il. ELECTORS 

1. GENERAL 45192 43149 88341 

2. SERVICE 0 0 0 

3. TOTAL 45192 43149 88341 
II. ELECTORS WHO VOTED 

1. GENERAL 19431 7646 27077 

2. POSTAL 0 0 0 

3. TOTAL 19431 7646 27077 
IV. VOTES 

1. POLLED 27077 ( 30.65% of Total Electors) 

2. VALID 26331 

3. REJECTED 746 (| 2.76% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 
NUMBER : 108 


AVERAGE ELECTORS PER POLLING STATION : 818 


VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 

Winner: JNP(SC) HRUSIKESH NAIK 10895 
Runner up : INC(D) LAL MOHAN BANERA 9806 
MARGIN. : 1089 ( 4.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 144 - KEONJHAR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 5 0 5 
5. FORFEITED DEPOSIT 3 0 3 
II. ELECTORS 
1. GENERAL 47926 43825 91751 
2. SERVICE 0 0 0 
3, TOTAL 47926 43825 91751 
Ill. ELECTORS WHO VOTED 
1. GENERAL 16694 6648 23342 
2. POSTAL 0 0 0 
3. TOTAL 16694 6648 23342 
IV. VOTES 
1. POLLED 23342 ( 25.44% of Total Electors) 
2. VALID 22570 
3, REJECTED 772 ( 3.31% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 108 AVERAGE ELECTORS PER POLLING STATION : 850 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D JOGENDRA NAIK 10348 
Runner up : JNP(SC) CHHOTRAY MAJHI 6734 
MARGIN  : 3614 ( 16.01% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 145 - TELKOI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 4 0 4 
5. FORFEITED DEPOSIT 2 0 2 
II. ELECTORS 
1. GENERAL 49301 46704 96005 
2. SERVICE 0 0 0 
3, TOTAL 49301 46704 96005 
Ill. ELECTORS WHO VOTED 
1. GENERAL 18233 6340 24573 
2. POSTAL 0 0 0 
3. TOTAL 18233 6340 24573 
IV. VOTES 
1. POLLED 24573 ( 25.60% of Total Electors) 
2. VALID 23561 
3, REJECTED 1012 ( 4.12% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER :: 117 AVERAGE ELECTORS PER POLLING STATION : 821 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) CHANDRASEN NAYAK 13804 
Runner up : JNP(SC) MAHENDRA KUMAR NAIK 6232 
MARGIN: 7572 ( 32.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 146 - RAMCHANDRAPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 6 0 6 
5. FORFEITED DEPOSIT 4 0 4 
II. ELECTORS 
1. GENERAL 50193 42875 93068 
2. SERVICE 0 0 0 
3, TOTAL 50193 42875 93068 
Ill. ELECTORS WHO VOTED 
1. GENERAL 32225 19481 51706 
2. POSTAL 0 0 0 
3. TOTAL 32225 19481 51706 
IV. VOTES 
1. POLLED 51706 (55.56% of Total Electors) 
2. VALID 50158 
3, REJECTED 1548 (| 2.99% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 112 AVERAGE ELECTORS PER POLLING STATION : 831 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) NIRANJAN PATNAIK 27869 
Runner up : JNP(SC) MURALIDHAR KUMAR 16967 
MARGIN: 10902 ( 21.74% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1980 to the Legislative Assembly of ORISSA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 147 - ANANDAPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 7 0 7 
5. FORFEITED DEPOSIT 5 0 5 
II. ELECTORS 
1. GENERAL 46097 41956 88053 
2. SERVICE 0 0 0 
3, TOTAL 46097 41956 88053 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24543 12868 37411 
2. POSTAL 0 0 0 
3. TOTAL 24543 12868 37411 
IV. VOTES 
1. POLLED 37411 ( 42.49% of Total Electors) 
2. VALID 36565 
3, REJECTED 846 (| 2.26% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 105 AVERAGE ELECTORS PER POLLING STATION : 839 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
31-05-1980 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC(D) JAYADEB JENA 22392 
Runner up : INC(U) DASRATHI JENA 9019 
MARGIN: 13373 ( 36.57% of Total Valid Votes ) 
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Election Commission of India - State Election, 1980 to the Legislative Assembly of ORISSA 


DETAILED RESULTS 


No. | CANDIDATE SEX PARTY VOTES % 
Constituency : 1. KARANJIA (ST) 
1. RAGHUNATH HEMBRAM M_— JNP(SC) 10381 39.21% 
2. PRAFULLA KUMAR DAS M _ INC(D 9906 37.42% 
3. KULAMANI SANKHAIAL M _ INC(U) 3044 11.50% 
4. SANKHA CHARAN MAJHI M IND 2356 8.90% 
5. RAGHUNATH JERAI M IND 788 2.98% 


76640 VOTERS : 27486 


ELECTORS : 


POLL PERCENTAGE : 35.86% VALID VOTES : 26475 


Constituency : 2- JASHIPUR (ST) 
1, SUNDAR MOHAN MAJHI M __ INC(I) 9358 41.16% 
2. GHANASYAM HEMBRAM M_— JNP(SC) 5029 22.12% 
3. KANHURAM HEMBRAM M __ INC(U) 4458 19.61% 
4, PRANABANDHU NAYAK M_ IND 1981 8.71% 
5. KRUSHNA CHANDRA SOREN M_ IND 1470 6.47% 
6. RAKHAL CHANDRA PINGUA M  JKD 439 1.93% 


ELECTORS : 80076 VOTERS : 23519 POLL PERCENTAGE : 29.37% VALID VOTES : 22735 


Constituency : 3- BAHALDA (ST) 
1, RAMA CHANDRA HANSDAH M _ INC) 7691 35.89% 
2. LAXMAN MAJHI M_ IND 5450 25.43% 
3. GURU CHARAN BAGE M __ INC(U) 5162 24.09% 
4, SASHI BHUSAN MARNDI M  JKD 1742 8.13% 
5. GOKUL DANDAPAT M_ IND 1384 6.46% 


ELECTORS : 81315 VOTERS : 22205 POLL PERCENTAGE : 27.31% VALID VOTES : 21429 


Constituency : 4. RAIRANGPUR (ST) 
1. SIDHALAL MURMU M __ INC() 11208 45.53% 
2. BRAJA MOHAN HANSDAH M_ IND 7172 29.13% 
3. CHANDRA MOHAN SINHA M_— JNP(SC) 5122 20.81% 
4. GHASIRAM SANDIL M  JKD 1115 4.53% 


ELECTORS : 82521 VOTERS : 25260 POLL PERCENTAGE : 30.61% VALID VOTES : 24617 


Constituency : 5- BANGRIPOSI (ST) 
1. KANGOI SINGH M _— INC() 16770 64.63% 
2. BHIM CHARAN NAIK M~ CPI 3264 12.58% 
3, PURUSHOTTAM NAIK M_ BJP 3121 12.03% 
4. DASMAT MARANDI MIND 2009 7.74% 
5. JADABANANDA MURMU M  JKD 555 2.14% 
6. RAMANATH DAS M_ IND 230 0.89% 


ELECTORS : 88082 VOTERS : 26730 POLL PERCENTAGE : 30.35% VALID VOTES : 25949 


Constituency : 6- KULIANA (ST) 
1. SARASWATI HEMBRAM F  INC(1) 8491 29.60% 
2. KANHU CHARAN SOREN M_ IND 5800 20.22% 
3. BIRAM MURMU M_— INC(U) 5725 19.96% 
4. NIRANJAN HEMBRAM M_— JNP(SC) 4031 14.05% 
5. PRAFULLA NAIK M_ IND 2610 9.10% 
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No. CANDIDATE SEX PARTY VOTES % 


6. SAMAI KISKU M  JKD 1361 4.74% 
7. ISWAR CHAPIAR IND 670 2.34% 


ELECTORS: 85195 | 85195 }VOTERS: 29851 29851 IPOLL PERCENTAGE : 35.04% | PERCENTAGE : 35.04% /VALID VOTES: 28688 | VOTES : /VALID VOTES: 28688 | 


Constituency : 7. BARIPADA 
1. PRASANNA KUMAR DASH M __ INC() 24662 50.94% 
2. PRAMOD CHANDRA BHANJ DEO MIND 22840 47.18% 
3. HARIHAR NAYAK M __ INC(U) 514 1.06% 
4. KAMALINI PATRA FIND 396 0.82% 


ELECTORS: 93449 93449 |VOTERS : 49800 49800 IPOLL PERCENTAGE : 53.29% | PERCENTAGE : 53.29% }VALID VOTES: 48412 | VOTES : }VALID VOTES: 48412 | 


Constituency : 8- BAISINGA (ST) 
1. KUANRIA MAJHI M _— INC) 19625 59.37% 
2. GANGADHGAR MARANDI M CPM 11389 34.45% 
3. ANANTA MAJHI M — JNP(P) 2041 6.17% 


ELECTORS : 84484 VOTERS : 34023 POLL PERCENTAGE : 40.27% VALID VOTES : 33055 


Constituency : 9. KHUNTA (ST) 
1, RAMESH SOREN M_ INC() 22421 59.00% 
2. BIRABHADRA SINGH M_— JNP(SC) 8884 23.38% 
3. MAHESHWAR NAIK M__ INC(U) 4788 12.60% 
4, KANU CHARAN BESRA MIND 1329 3.50% 
5. SUNDAR MOHAN SINGH M_ IND 577 1.52% 


ELECTORS: 90963 90963 }VOTERS : 39165 | 39165 IPOLL PERCENTAGE : 43.06% | PERCENTAGE : 43.06% /VALID VOTES: 37999 | VOTES : /VALID VOTES: 37999 | 


Constituency : 10-UDALA (ST) 
1, RAUANESWAR MADHEI M _ INC() 17914 56.80% 
2. RUHIDAS SOREN M — INC(U) 9193 29.15% 
3. TIKARAM SOREN MIND 2247 7.12% 
4, KANHU MAJHI M Sa 2187 6.93% 
Constituency : 11- BHOGRAI 
1. KARTIKESWAR PATRA M _ INC() 34458 50.55% 
2. SAMRENDRA KUNDU M _— JNP(JP) 32255 47.32% 
3. BRUNDABAN BEHARI DAS M _ INC(U) 1456 2.14% 


ELECTORS : 98547 VOTERS : 69330 POLL PERCENTAGE : 70.35% VALID VOTES : 68169 


Constituency : 12. JALESWAR 
1. GADADHAR GIRI M — JNP(UP) 24365 38.02% 
2. JAYANARAYAN MOHANTY M_ INC() 16087 25.10% 
3. KUMAR CHAKRAVERTY M_ IND 12919 20.16% 
4. HIMANSU SEKHAR NANDI M CPM 9468 14.78% 
5. NARAYAN SOREN MIND 675 1.05% 
6. ANANTA PRASAD SAHU M Se 566 0.88% 
Constituency : 13-BASTA 
1. BHOPAL CHANDRA MOHAPATRA M_ INC() 30690 52.77% 
2. RAGHUNATH MOHANTY MIND 13154 22.62% 
3. MAHESWAR BAUG M_— JNP(SC) 7349 12.64% 
4. SAMBHUNATH MOHANTY M_ IND 6651 11.44% 
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No. CANDIDATE 


5. SUBASHA CHANDRA BEHERA 


SEX PARTY 


M__ INC(U) 


VOTES 


317 


% 


0.55% 


ELECTORS : 89989 VOTERS : 59194 POLL PERCENTAGE : 65.78% VALID VOTES : 58161 


Constituency : 14. BALASORE 


1. ARUN DEY 

2. GOPANARAYAN DAS 

3. GAGAN CHANDRA PATRA 
4. KARTIKA CHANDRA ROUT 
5. RABINDRA MOHAN DAS 


CPI 
INC(I) 
IND 
JNP(SC) 
JNP(JP) 


SEEESE 


21182 
18565 
7681 
3567 
2863 


39.33% 
34.47% 
14.26% 
6.62% 
5.32% 


ELECTORS: 106936 106936 }VOTERS: 54964 54964 IPOLL PERCENTAGE : 51.40% | PERCENTAGE : 51.40% }VALID VOTES: 53858 | VOTES : }VALID VOTES: 53858 | 


Constituency : 15-SORO 
1. PITAMBAR PANDA 
2. JADUNATH DAS MOHAPATRA 
3. SAKUNTALA PANDA 
4. PURNA CHANDRA MOHAPATRA 
5. PRAFULLA SINGH 
6. GAJENDRA KUMAR UPADHAYA 


M_~ CPI 
M __ INC() 
FIND 

M _ JNP(JP) 
M_ BIP 

M _— JNP(SC) 


21829 
21721 
4297 
2424 
834 
414 


42.37% 
42.16% 
8.34% 
4.71% 
1.62% 
0.80% 


ELECTORS: 95868 | 95868 }VOTERS : 52689 52689 IPOLL PERCENTAGE : 54.96% | PERCENTAGE : 54.96% }VALID VOTES: 51519 | VOTES : }VALID VOTES: 51519 | 


Constituency : 16-SIMULIA 
1. PARSURAM PANIGRAHI 

2. GOPINATH DAS 

3. PURNA CHANDRA PANDA 

4. SAILAN MOHAPATRA 

5. PANCHANAN KHATUA 

6. KRUSHNA CHANDRA BEHERA 
7, 


GANESH PRASAD MOHANTY 


JNP(JP) 
INC(D) 


ZSEEEEESE 


11297 
8351 
8133 
5340 
4156 
2101 

516 


28.32% 
20.93% 
20.39% 
13.39% 
10.42% 

5.27% 

1.29% 


ELECTORS: 89888 | 89888 }VOTERS : 40852 | 40852 IPOLL PERCENTAGE : 45.45% | PERCENTAGE : 45.45% }VALID VOTES: 39894 | VOTES : }VALID VOTES: 39894 | 


17. NILGIRI 
AKSHAYA KUMAR ACHARYA 
BANAMALI DAS 
HEMENDRANATH DAS 
CHITTARANJAN SARANGI 
MANGALA HEMBRAM 
PURNA CHANDRA PANDA 
BAISHNAB CHARAN BAGUDAI 


Constituency : 


PY ON, PS Us EN ts 


INC(I) 
CPM 
JNP(SC) 
INC(U) 
JKD 

ND 


ZSEEESESE 


I 
I 


Z 
oO 


23139 
18455 
4170 
3808 
1783 
1385 
525 


43.44% 
34.65% 
7.83% 
7.15% 
3.35% 
2.60% 
0.99% 


ELECTORS: 98801 | 98801 }VOTERS: 54568 54568 IPOLL PERCENTAGE : 55.23% | PERCENTAGE : 55.23% }VALID VOTES: 53265 | VOTES : }VALID VOTES: 53265 | 


Constituency : 


PURUSOTTAM SETHI 
RATHA KUMAR DAS 
GAYADHAR JENA 
HAREKRUSHNA JENA 
UTSAB CHARAN JENA 
MURALIDHAR MALLIK 
KAPILA CHARAN SETHI 


POY OB 


18- BHANDARIPOKHARI (SC) 


INC(I) 
CPI 
JNP(SC) 
SUC 
INC(U) 
IND 
BJP 


SEE ESEEE 


26112 
16926 
1587 
1484 
994 
701 
351 


54.22% 
35.15% 
3.30% 
3.08% 
2.06% 
1.46% 
0.73% 


ELECTORS: 86553 86553 }VOTERS: 49104 49104 IPOLL PERCENTAGE : 56.73% | PERCENTAGE : 56.73% }VALID VOTES: 48155 | VOTES : }VALID VOTES: 48155 | 


19. BHADRAK 
1. JUGAL KISHORE PATTANAIK 


Constituency : 


M _ INC() 


26914 


53.85% 
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No. 


OY es, ee 


CANDIDATE 


NIRAKAR JENA 
RATNAKAR MOHANTY 


LAXMI NARAYAN MOHAPATRA 


PRAFULLA SAMAL 
BHASKAR JENA 


SEX 


ZSEEESE 


PARTY 


CPM 
JNP(SC) 
BJP 
INC(U) 
IND 


VOTES 


17340 
2007 
1546 
1181 

990 


% 


34.70% 
4.02% 
3.09% 
2.36% 
1.98% 


ELECTORS: 97027 97027 }VOTERS : 50895 | 50895 IPOLL PERCENTAGE : 52.45% | PERCENTAGE : 52.45% /VALID VOTES: 49978 | VOTES : /VALID VOTES: 49978 | 


Constituency : 20- DHAMNAGAR 
1. JAGANNATH ROUT M_ INC() 37457 61.23% 
2. HRUDANANDA MALLIK M _ JNP(SC) 21498 35.14% 
3. ABHIRAM NATH M __ INC(U) 2223 3.63% 


ELECTORS : 99459 VOTERS : 62373 POLL PERCENTAGE : 62.71% VALID VOTES : 61178 


Constituency : 21-CHANDBALI (SC) 
1. NETRANANDA MALLICK M_ INC() 29753 56.92% 
2. MAN MOHAN DAS M — JNP(SC) 20393 39.01% 
3. BAIKUNTHA DAS M _ INC(U) 1509 2.89% 
4. GANGADHAR DAS MIND 619 1.18% 


ELECTORS: 106716 | 106716 }VOTERS: 53117 53117 IPOLL PERCENTAGE : 49.77% | PERCENTAGE : 49.77% }VALID VOTES: 52274] VOTES : }VALID VOTES: 52274] 


Constituency : 22-BASUDEVPUR 
1. JAGABANDHU DAS M _ INC() 30446 47.55% 
2. BUOYSREE ROUTRAY M _— JNP(SC) 21838 34.10% 
3. BHAGABAN NAYAK M _ INC(U) 5839 9.12% 
4. BAILOCHAN JENA M_ CPI 5233 8.17% 
5. RABINDRA KUMAR RAY M  JNP(SR) 679 1.06% 


ELECTORS: 100831 100831 }VOTERS : 65271 65271 IPOLL PERCENTAGE : 64.73% | PERCENTAGE : 64.73% }VALID VOTES: 64035 | VOTES : }VALID VOTES: 64035 | 


Constituency : 23-SUKINDA 
1. SARAT ROUT M __ INC() 22640 42.42% 
2. MAYADHAR NAIK M SUC 15718 29.45% 
3. PRAFULLA CHANDRA GHADEI MIND 8385 15.71% 
4. SARAT CHANDRA PATRA M __ INC(U) 3603 6.75% 
5. HRUSIKESH ROUT M_— JNP(SC) 1957 3.67% 
6. SARANGADHAR MUDULI M_ RSP 630 1.18% 
7. HALADHAR DHIR MIND 434 0.81% 


ELECTORS: 91727 | 91727 }VOTERS : 54767 | 54767 IPOLL PERCENTAGE : 59.71% | PERCENTAGE : 59.71% !VALID VOTES: 53367 | VOTES : !VALID VOTES: 53367 | 


Constituency : 24. KORAI 
1. ASHOK KUMAR DAS M_ JNP(SC) 33214 54.38% 
2. RAMA CHANDRA KHUNTIA M_ INC() 21376 35.00% 
3. JANARADAN ROUT M __ INC(U) 5663 9.27% 
4. RAJENDRA KUMAR MALLIK M_ IND 820 1.34% 


ELECTORS: 99572 99572 \VOTERS : 62371 62371 IPOLL PERCENTAGE : 62.64% | PERCENTAGE : 62.64% }VALID VOTES: 61073 | VOTES : }VALID VOTES: 61073 | 


Constituency : 25- JAJPUR (SC) 
1. NIRANJAN JENA M_— INC() 25642 54.61% 
2. RAMA CHANDRA MALLICK M_— JNP(SC) 19540 41.62% 
3. UPENDRA MALLIK SUC 1771 3.77% 


ELECTORS: 102463 | 102463 }VOTERS: 48156 48156 IPOLL PERCENTAGE : 47.00% | PERCENTAGE : 47.00% /VALID VOTES: 46953 | VOTES : /VALID VOTES: 46953 | 


Constituency : 26- DHARAMSALA 
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No. 


AnN DH BWnNY Re 


92529 VOTERS : 55440 


CANDIDATE 


KANGALI PANDA 

GURU CHARAN TIKAYAT 
BANKA BEHARI DAS 
NATABAR BAL 
GOKULANANDA ROUT 
NARENDRA BEHERA 


DURGA PRASANNA DASH 


RABINDRA DASH 


ELECTORS : 


SEX 


SSS S855 ES 


eh el 
Z Zz 
686 
S% 


Z2Z22222 
SGG55 


VOTES 


15582 
13450 
11182 
10078 
2540 
706 
705 
84 


% 


28.68% 
24.76% 
20.58% 
18.55% 
4.68% 
1.30% 
1.30% 
0.15% 


POLL PERCENTAGE : 59.92% VALID VOTES : 54327 


Constituency : 27. BARCHANA 
1, SITAKANTA MOHAPATRA M _ INC() 35121 54.94% 
2. MANAGOBINDA SAMAL M — JNP(SC) 11910 18.63% 
3. DHUSASAN JENA M~ CPI 11108 17.38% 
4. AMAR PRASAD SATPATHY M — JNP(JP) 3320 5.19% 
5. BAIDHAR DAS MIND 1056 1.65% 
6. SARAT KUMAR NAIK M IND 791 1.24% 
7. PRAMOD KUMAR CHOUDHURY MIND 622 0.97% 


ELECTORS : 98407 VOTERS : 65142 POLL PERCENTAGE : 66.20% VALID VOTES : 63928 


Constituency : 28. BARI-DERABISI 


1. SRIKANTA KUMAR JENA M _— JNP(SC) 32051 55.55% 
2. DEBA RAY M _— INC) 22677 39.30% 
3. BATA KRUSHAN PRADHAN M __ INC(U) 2967 5.14% 


ELECTORS : 94245 VOTERS : 58747 POLL PERCENTAGE : 62.33% VALID VOTES : 57695 


Constituency : 29. BINJHARPUR (SC) 


1. NABA KISHORE MALLIK M _ INC() 20519 47.81% 
2. JAGANNATH MALLIK M — JNP(SC) 18464 43.02% 
3. ARJUN CHARAN DAS M SUC 3364 7.84% 
4, PABITRA MOHAN JENA MIND 574 1.34% 


ELECTORS : 96415 VOTERS : 43829 


POLL PERCENTAGE : 45.46% VALID VOTES : 42921 


Constituency : 30-AUL 
1. SARAT DEB M — JNP(SC) 32505 51.96% 
2. DOLAGOBINDA NAIK M _ INC() 30057 48.04% 


ELECTORS : 100080 VOTERS : 63597 POLL PERCENTAGE : 63.55% VALID VOTES : 62562 


Constituency : 31-PATAMUNDAI (SC) 


1. BISWANATH MALLIK 
2. TAPAS KUMAR DAS 


M 
M 


INC(1) 
JNP(SC) 


24916 
12674 


66.28% 
33.72% 


ELECTORS : 108415 VOTERS : 38371 POLL PERCENTAGE : 35.39% VALID VOTES : 37590 


Constituency : 32-RAJNAGAR 
1. NALINIKANTA MOHANTY M _— JNP(SC) 37902 55.93% 
2. LAXMIDHAR LENKA M _ INC(D 28260 41.70% 
3. SUREN KUMAR SWAIN M __ INC(U) 977 1.44% 
4. GURU CHARAN DAS M_ BJP 628 0.93% 


ELECTORS : 99774 VOTERS : 68567 POLL PERCENTAGE : 68.72% VALID VOTES : 67767 


Constituency : 33-KENDRAPARA 
1. INDRAMANI ROUT M _— INC() 29459 52.15% 
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No. CANDIDATE SEX PARTY VOTES % 
2. BED PRAKASH AGRAWALLA M __ JNP(SC) 25609 45.33% 
3. DOLAGOBINDA JENA M __ INC(U) 1421 2.52% 
ELECTORS : 91492 VOTERS : 57356 POLL PERCENTAGE : 62.69% VALID VOTES : 56489 
Constituency : 34.PATKURA 
1. BIJU PATNAIK M_— JNP(SC) 34953 52.86% 
2. BHAGABAT PRASAD MOHANTY M __ INC() 17089 25.84% 
3. CHAKRADHAR SATPATHY M — INC(U) 9492 14.35% 
4. PYARI MOHAN SAMANTARAY M_ IND 1490 2.25% 
5. NRUSINGHA SAHU M_ IND 981 1.48% 
6. PRAMOD KUMAR CHOUDHURY M_ IND 954 1.44% 
7, KEDARNATH SAMANTARAY M_ IND 799 1.21% 
8. HARIHAR ROUT M_ IND 371 0.56% 


106454 VOTERS : 67168 


ELECTORS : 


POLL PERCENTAGE : 63.10% VALID VOTES : 66129 


Constituency : 35-TIRTOL 
1. BASANT KUMAR BISWAL M_ INC() 37627 52.87% 
2. PRATAP CHANDRA MOHANTY M _ JNP(SC) 30519 42.88% 
3. BUOY NAIK M __ INC(U) 1748 2.46% 
4. KSHETRAMOHAN ROUTRAY MIND 843 1.18% 
5. LOKANATH DAS M_ BJP 433 0.61% 


107639 VOTERS : 72330 


ELECTORS : 


POLL PERCENTAGE : 67.20% VALID VOTES : 71170 


Constituency : 36-ERSAMA 
1. DAMODAR ROUT M_ JNP(SC) 34940 44.64% 
2. LOKANATH CHOUDHURY M~ CPI 25251 32.26% 
3. KRUSHNA CHANDRA SWAIN M_ INC() 17262 22.05% 
4. KSHETRA MOHAN ROUTRAY M_ IND 823 1.05% 


ELECTORS : 116148 VOTERS : 79456 


POLL PERCENTAGE : 68.41% VALID VOTES : 78276 


Constituency : 37-BALIKUDA 
1, BASUDEV MOHAPATRA M — INC() 36246 57.64% 
2. UMESH SWAIN M _— JNP(SC) 21321 33.91% 
3. LALIT KUMAR LENKA M_ BJP 3229 5.14% 
4. KRUSHNA CHANDRA MOHANTY M_— INC(U) 2084 3.31% 


ELECTORS : 97882 VOTERS : 63997 POLL PERCENTAGE : 65.38% VALID VOTES : 62880 


Constituency : 38- JAGATSINGHPUR (SC) 
1. KRUSHNA CHANDRA MALLIK M _ INC() 21588 43.91% 
2. KANDURI CHARAN MALLIK M — JNP(SC) 13350 27.15% 
3. PRAHALLAD SETHI M_ CPI 13007 26.45% 
4, SIKHARA DAS M_ IND 1223 2.49% 


ELECTORS : 105491 VOTERS : 50288 POLL PERCENTAGE : 47.67% VALID VOTES : 49168 


Constituency : 39- KISSANNAGAR 
1. SURENDRANATH PATNAIK MIND 18858 32.49% 
2. KHIROD PASAYAT M _ INC() 14437 24.87% 
3, BIRA KISHORE PARIDA MIND 12437 21.43% 
4, ASHOK MOHANTY M _— JNP(SC) 9098 15.67% 
5. GOLAK BIHARI NAYAK M — INC(U) 2014 3.47% 
6. DEBI PRASAD DAS M _ IND 1205 2.08% 
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No. 


CANDIDATE 


SEX PARTY 


VOTES 


% 


ELECTORS : 96348 VOTERS : 59338 POLL PERCENTAGE : 61.59% VALID VOTES : 58049 


Constituency : 40.MAHANGA 
1. SK. MATLUB ALI M _ INC() 27623 49.05% 
2. SARAT KUMAR KAR M — JNP(SC) 24477 43.47% 
3. BIKRAM BURMA M __ INC(U) 1734 3.08% 
4, JOGENDRA PRASAD LAL M_ BJP 1636 2.91% 
5. SANTILATA CHOUDHURY FIND 842 1.50% 


ELECTORS : 88301 VOTERS : 57313 POLL PERCENTAGE : 64.91% VALID VOTES : 56312 


Constituency : 41-SALEPUR (SC) 
1. MAYADHAR SETHI M _ INC() 28397 58.82% 
2. KALANDI CHARAN BEHERA M _— JNP(SC) 19883 41.18% 


ELECTORS : 90193 VOTERS : 49373 POLL PERCENTAGE : 54.74% VALID VOTES : 48280 


Constituency : 42. GOBINDPUR 
1. ANTARJYAMI PRADHAN M — JNP(SC) 21927 36.02% 
2. KALPATARU ROUT M_ INC() 17123 28.13% 
3. PANCHANAN KANUNGO M __ INC(U) 14621 24.02% 
4. BANSIDHAR DAS M CPM 5621 9.23% 
5. AMARESWAR BHO] MIND 1588 2.61% 


102071 VOTERS : 62451 


ELECTORS : 


Constituency : 43. CUTTACK SADAR 
1. DOLAGOBINDA PRADHAN M INC(D) 25735 47.88% 
2. TRILOCHAN KANUNGO M INC(U) 24148 44.93% 
3. NARENDRA PRADHAN M JNP(SC) 3863 7.19% 
Constituency : 44. CUTTACK CITY 
1. SRIKANT PANDA M INC(D) 23620 59.72% 
2. BISWANATH PANDIT M JNP(JP) 12986 32.84% 
3. NIROD MOHANTY M INC(U) 2329 5.89% 
4. RAJA KISHORE DAS M IND 614 1.55% 


ELECTORS : 137019 VOTERS : 40157 


POLL PERCENTAGE : 61.18% VALID VOTES : 60880 


POLL PERCENTAGE : 29.31% VALID VOTES : 39549 


Constituency : 45. CHOUDWAR 
1. KANHU CHARAN LANKA M __ INC() 31131 52.66% 
2. RAJ KISHORE RAM M_— JNP(SC) 20537 34.74% 
3. PRABIR PALIT M~ CPI 6291 10.64% 
4, FAKIR MOHAN SATPATHY M_ IND 513 0.87% 
5. BINOD KUMAR MISHRA M_ IND 337 0.57% 
6. GOLAKH CHANDRA KAR MIND 308 0.52% 

Constituency : 46. BANKI 
1. AKSHAYA KUMAR PATNAIK M _— INC() 26725 43.14% 
2. GHANSHYAM SAHOO M — JNP(SC) 16285 26.29% 
3. JOGESH CHANDRA ROUT M __ INC(U) 10621 17.15% 
4. MADHUSUDAN CHHOTARAY MIND 4831 7.80% 
5. SHYAM SUNDAR SAHOO M _— JNP(UJP) 3484 5.62% 
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No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 97546 VOTERS : 63421 POLL PERCENTAGE : 65.02% VALID VOTES : 61946 


Constituency : 47. ATHGARH 


1. RASANANDA SAHOO M _ INC() 30702 59.68% 
2. RASMANJARI DEVI F JNP(SC) 10838 21.07% 
3. RABI DAS M — INC(U) 7867 15.29% 
4. BISWANATH RATH M IND 1736 3.37% 
5. PRANABANDHU SENAPATI M IND 298 0.58% 


ELECTORS : 100242 VOTERS : 52581 POLL PERCENTAGE : 52.45% VALID VOTES : 51441 


Constituency : 48. BARAMBA 


1. SAMIR KUMAR ROUTRAY M _ INC() 27907 50.15% 
2. RAJASHEB TRILOCHAN SINGH DEO M_ IND 20052 36.04% 
3. BICHITRANANDA MAJHI M_ IND 2479 4.46% 
4, PRATAP CHANDRA PATTNAIK M IND 1698 3.05% 
5. MATHURI MALLIK M IND 1517 2.73% 
6. PRASANTA KUMAR PATTANIK M — INC(U) 1139 2.05% 
7. BANCHHANIDHI NAYAK M_ IND 851 1.53% 


ELECTORS : 96660 VOTERS : 57058 POLL PERCENTAGE : 59.03% VALID VOTES : 55643 


Constituency : 49. BALIPATNA (SC) 


1. BASANTA BEHERA M _ INC(I) 14747 40.53% 
2. GYANA RANJAN BEHERA M _ — JNP(SC) 8205 22.55% 
3. SURA SETHI MIND 5935 16.31% 
4. SANTANU KUMAR DAS M — INC(U) 4198 11.54% 
5. SARBESWAR BHOI M _ FBL 2187 6.01% 
6. SATYABADI BHOI M_ IND 1110 3.05% 


ELECTORS : 87122 VOTERS : 37307 POLL PERCENTAGE : 42.82% VALID VOTES : 36382 


Constituency : 50- BHUBANESWAR 


1. RAMA KRUSHNA PATI M~ CPI 28103 55.87% 
2. DHIREN PATTNAIK M _ INC() 16326 32.46% 
3, SIBANANDA RAY M _ INC(U) 2751 5.47% 
4, HEMANTA KUMAR GAJENDRA M_ IND 1343 2.67% 
5. BHABAGRAHI MISHRA M_ IND 694 1.38% 
6. SABITRI MISHRA F IND 334 0.66% 
7. SANKARSAN RAJ M _ IND 272 0.54% 
8. NAKUL CHANDRA MALLICK M_ IND 265 0.53% 
9. KRIPAL BOSE M _ IND 213 0.42% 


ELECTORS : 113755 VOTERS : 51241 POLL PERCENTAGE : 45.05% VALID VOTES : 50301 


Constituency : 51-JATNI 


1. SURESH KUMAR ROUTRAY M _ INC() 30045 61.96% 
2. DINABANDHU BAIRSAL M _— JNP(SC) 7001 14.44% 
3. ULLASH CHANDRA PRADHAN M~ CPI 4584 9.45% 
4. HARIBANDHU DAS M_ IND 3712 7.65% 
5. RABINDRA CHHOTARAY M _ INC(U) 1739 3.59% 
6. SABITA DAS F IND 790 1.63% 
7. KULAMANI SAHOO M_ IND 622 1.28% 


ELECTORS : 89577 VOTERS : 49772 POLL PERCENTAGE : 55.56% VALID VOTES : 48493 


Constituency : 52. PIPLI 
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No. CANDIDATE 


BIPIN DAS 

PURNA CHANDRA MISHRA 
KSHITISH CHANDRA BISWAL 
BANAMALI PATNAIK 
RAGHUNATH DAS 

SARAT CHANDRA MOHANTY 
KELU CHARAN DAS 

GOLAK BIHARI CHHOTRAY 


ELECTORS : 95093 VOTERS : 55498 


AnNI DUH BWnNY Re 


SEX PARTY VOTES % 
M _ INC() 21373 39.83% 
M _ JNP(QP) 14839 27.65% 
M CPM 8193 15.27% 
M _— INC(U) 4978 9.28% 
M SUC 2730 5.09% 
M_ IND 835 1.56% 
M_ IND 442 0.82% 
M_ IND 275 0.51% 


POLL PERCENTAGE : 58.36% VALID VOTES : 53665 


Constituency : 53-NIMAPARA (SC) 


RABINDRA KUMAR SETHY 
BRAHMANANDA MALLIK 
GOBINDA CHARAN SETHI 
PRAHALAD BHOI 

KANU MALLIK 


ELECTORS : 99864 VOTERS : 62965 


uo BR wWNY Be 


M _ INC() 25444 41.95% 
M~ CPI 22109 36.45% 
M — JNP(SC) 11138 18.36% 
MIND 1154 1.90% 
M__ INC(U) 808 1.33% 


POLL PERCENTAGE : 63.05% VALID VOTES : 60653 


54. KAKATPUR 
BAIKUNTHANATH SWAIN 
SURENDRANATH NAIK 
SOMANATH PATRA 
BAIKUNTHANATH DAS 
KUNJA DEI 


ELECTORS : 102335 VOTERS : 71973 


Constituency : 


non WN RB 


M _ INC() 33298 47.09% 
M_— JNP(SC) 28257 39.96% 
M~ CPI 7899 11.17% 
M IND 815 1.15% 
F IND 446 0.63% 


POLL PERCENTAGE : 70.33% VALID VOTES : 70715 


55+ SATYABADI 
RABINDRA KUMAR DAS 
CHANDRA MADHAB MISHRA 
ATASI KUMAR SWAIN 
AMULYA KUMAR MOHANTY 
SATYABADI NANDA 
LAL BIHARI PRADHAN 
SAGAR BHOI 


Constituency : 


ND UU BWN 


VOTERS : 52919 


56- PURI 
GADADHAR MISHRA 
BRAJA KISHORE TRIPATHY 
BAMADEV MISHRA 
RAMAHARI RATH 
HRUSIKESH MISHRA 


ELECTORS : 114006 VOTERS : 50863 


57- BRAHMAGIRI 
GANGADHAR MOHAPATRA 
AJAYA KUMAR JENA 
SURENDRANATH JENA 
JAGANNATH PATI 
DURGA KHUNTIA 


ELECTORS : 98569 VOTERS : 58047 


ELECTORS : 95173 


Constituency : 


on BR wWN Be 


Constituency : 


aon BRB wWN eB 


M __INC() 28627 55.68% 
M_ JNP(SC) 13304 25.87% 
M_ IND 7269 14.14% 
M_ IND 874 1.70% 
M_ IND 560 1.09% 
M _ IND 446 0.87% 
M_ IND 337 0.66% 


POLL PERCENTAGE : 55.60% VALID VOTES : 51417 


M _— INC) 25004 50.65% 
M_— JNP(JP) 12894 26.12% 
M_ BJP 6458 13.08% 
M — INC(U) 4631 9.38% 
M_ IND 376 0.76% 


POLL PERCENTAGE : 44.61% VALID VOTES : 49363 


M — INC() 20893 36.90% 
M_— JNP(SC) 12404 21.91% 
MIND 12238 21.61% 
M CPM 10461 18.47% 
MIND 630 1.11% 


POLL PERCENTAGE : 58.89% VALID VOTES : 56626 
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No. CANDIDATE SEX PARTY VOTES % 


Constituency : 58-CHILKA 


1. DEBENDRANATH MANSINGH M _ INC(I) 29860 50.14% 
2. BISWABHUSAN HARICHANDAN M_ BJP 21770 36.55% 
3. RAMA CHANDRA PRAHARAJ M _— JNP(SC) 3924 6.59% 
4, BHABANI SANKAR MOHAPATRA M _— INC(U) 1735 2.91% 
5. MURALI GHADEI M _ IND 1507 2.53% 
6. SARAT KUMAR MANSINGH M FBL 761 1.28% 


ELECTORS : 103630 VOTERS : 61518 POLL PERCENTAGE : 59.36% VALID VOTES : 59557 


Constituency : 59.KHURDA 


1. PRASANNA KUMAR PATSANI M _ INC() 26573 48.76% 
2. SUDARSAN MOHANTY M_— JNP(SC) 16819 30.87% 
3, PURNA CHANDRA BADAJENA M CPM 9453 17.35% 
4, BANAMBAR PRADHAN M IND 1126 2.07% 
5. DUKHISHYAM MANGARAJ MIND 521 0.96% 


ELECTORS : 103682 VOTERS : 56205 POLL PERCENTAGE : 54.21% VALID VOTES : 54492 


Constituency : 60-BEGUNIA 


1. KAILASH CHANDRA MOHAPATRA M — INC() 28231 47.08% 
2. GANGADHAR PAIKARAY M~ CPI 16177 26.98% 
3. HARIHAR SAHU M IND 6615 11.03% 
4. SITAKANTA BIDHAR MOHAPATRA M_— JNP(JP) 3588 5.98% 
5. BAURI KHATEI M IND 3035 5.06% 
6. MIRZA AMZAD ALI M _— INC(U) 2315 3.86% 


ELECTORS : 107921 VOTERS : 61897 POLL PERCENTAGE : 57.35% VALID VOTES : 59961 


Constituency : 61-RANPUR 


1. RAMAKANT MISHRA M _— INC) 30654 51.49% 
2. RAMESH CHANDRA PANDA M CPM 14516 24.38% 
3. SANTI DAS F INC(U) 13843 23.25% 
4. BIRANCHI NARAYAN DAS M _ IND 526 0.88% 


ELECTORS : 100296 VOTERS : 61086 POLL PERCENTAGE : 60.91% VALID VOTES : 59539 


Constituency : 62. NAYAGARH 


1. BANSIDHAR SAHOO M INC(D) 29421 58.96% 
2. BHAGABAT BEHERA M JNP(JP) 15584 31.23% 
3. RAJA KRUSHNA CHANDRA SINGH MANDHATA M IND 2596 5.20% 
4. RANJAN SINGH M INC(U) 1295 2.60% 
5. PRASANNA KUMAR PANDA M IND 679 1.36% 
6. LAXMAN MISHRA M IND 326 0.65% 


Constituency : 63-KHANDAPARA 


1. BIBHUTI BHUSAN SINGH MARDRAJ MIND 31829 49.24% 
2. SATYA SUNDAR MISHRA MIND 15603 24.14% 
3. MAHENDRA KUMAR SWAIN M — INC() 12735 19.70% 
4. NIRANJAN SUBUDHI M _ IND 4475 6.92% 


ELECTORS : 89336 VOTERS : 66113 POLL PERCENTAGE : 74.00% VALID VOTES : 64642 


Constituency : 64. DASPALLA 
1. HARIHAR KARAN M _ INC() 29232 56.25% 
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No. CANDIDATE SEX PARTY VOTES % 


2. RUDRA MADHAB RAY M_— JNP(SC) 20965 40.34% 
3. SAHEB NAIK M __ INC(U) 1774 3.41% 


ELECTORS : 86561 VOTERS : 53440 POLL PERCENTAGE : 61.74% VALID VOTES : 51971 


Constituency : 65- JAGANATHPRASAD (SC) 


1. SRIBATCHA NAIK M _— INC) 17435 61.82% 
2. UDAYANATH NAIK M _— JNP(SC) 7022 24.90% 
3. BISWANATH NAIK M — INC(U) 2100 7.45% 
4. SURENDRANATH PATRA M _ IND 1644 5.83% 


ELECTORS: 96056 | 96056 |VOTERS : 28807 28807 IPOLL PERCENTAGE : 29.99% | PERCENTAGE : 29.99% }VALID VOTES: 28201 | VOTES : }VALID VOTES: 28201 | 


Constituency : 66- BHANJANAGAR 
1. SOMNATH RATH M __ INC() 24684 46.48% 
2. RAMAKRISHNA GOUDA MIND 23671 44.57% 
3. SOMANATH NAIK M~ CPI 3310 6.23% 
4. MADHUSUDAN PADHI M_ IND 812 1.53% 
5. DURGA PRASANNA SARANGI M IND 632 1.19% 


ELECTORS: 93794 93794 }VOTERS: 54295 54295 IPOLL PERCENTAGE : 57.89% | PERCENTAGE : 57.89% }VALID VOTES: 53109 | VOTES : }VALID VOTES: 53109 | 


Constituency : 67-SURUDA 


1. GANTAYAT SWAIN M _ INC(I) 24636 46.41% 
2. ANANTA NARAYAN SINGH DEO M _— JNP(JP) 22214 41.85% 
3. RAYASANKAR PANIGRAHI IND 6233 11.74% 


ELECTORS: 99857 | 99857 }VOTERS : 54231 | 54231 IPOLL PERCENTAGE : 54.31% | PERCENTAGE : 54.31% /VALID VOTES: 53083 | VOTES : /VALID VOTES: 53083 | 


Constituency : 68-ASKA 


1. RAGHABA PARIDA M — INC() 22488 45.88% 
2. HARIHARA DAS M~ CPI 18573 37.89% 
3. PADMANBHA PRADHAN M_— JNP(JP) 7951 16.22% 


ELECTORS : 87791 VOTERS : 50013 POLL PERCENTAGE : 56.97% VALID VOTES : 49012 


Constituency : 69. KAVISURYANAGAR 


1. RADHA GOVINDA SAHU M _ INC(I) 24119 41.86% 
2. LAXMINARAYAN CHOUDHURY M_— JNP(SC) 16189 28.09% 
3. NITYANANDA PRADHAN M~ CPI 16092 27.93% 
4. DAYANIDHI SAHU M — INC(U) 1224 2.12% 


ELECTORS: 108386 —_| 108386 }VOTERS: 59216 | 59216 POLL PERCENTAGE : 54.63% VALID VOTES : 57624 


Constituency : 70-KODALA 


1. KANHU CHARAN NAIK M _ INC() 28151 49.07% 
2. RAMKRUSHNA PATNAIK M _ JNP(QP) 25751 44.88% 
3. PRAVAKAR DAS M — INC(U) 2848 4.96% 
4. ATUL KRUSHNA MISHRA MIND 622 1.08% 


ELECTORS: 106622 106622 }VOTERS: 59140 | 59140 IPOLL PERCENTAGE : 55.47% | PERCENTAGE : 55.47% }VALID VOTES: 57372 VOTES : }VALID VOTES: 57372 


Constituency : 71- KHALLIKOTE 


1 
2 
3. 
4. 


. TRINATH SAMANTARY 
. NARAYAN SAHU 
KRUSHNA CHANDRA ROUT 


KRUPASINDHU RATH 


ZEEE 


INC(I) 28673 
JNP(SC) 17102 
INC(U) 7379 
IND 567 


53.37% 
31.83% 
13.74% 

1.06% 


ELECTORS: 103477 103477 }VOTERS : 55232 | 55232 IPOLL PERCENTAGE : 53.38% | PERCENTAGE : 53.38% }VALID VOTES: 53721] VOTES : }VALID VOTES: 53721] 
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No. CANDIDATE SEX PARTY VOTES % 
Constituency : 72. CHATRAPUR 
1. BISWANATH SAHU M CPI 24125 47.43% 
2. RANKANIDHI PATRA M__ INC() 14790 29.08% 
3. DAITARI BEHERA JNP(SC) 11946 23.49% 


ELECTORS: 99087 | 99087 }VOTERS : 52479 | 52479 IPOLL PERCENTAGE : 52.96% | PERCENTAGE : 52.96% }VALID VOTES: 50861 | VOTES : }VALID VOTES: 50861 | 


Constituency : 73- HINJILI 
1. BRUNDABAN NAYAK M_— JNP(SC) 24822 52.65% 
2. UMA SANKAR SABAT M _— INC() 22323 47.35% 
ELECTORS : 101561 VOTERS : 48494 POLL PERCENTAGE : 47.75% VALID VOTES : 47145 
Constituency : 74. GOPALPUR (SC) 
1. GHANASHYAM BEHERA M __ INC() 31998 74.53% 
2. RAMA CHANDRA SETHY M_— JNP(SC) 10232 23.83% 
3. KANHU CHARAN NAIK M _— INC(U) 701 1.63% 


ELECTORS : 98142 VOTERS : 44440 POLL PERCENTAGE : 45.28% VALID VOTES : 42931 


Constituency : 
2; 


3 
4. 
5 
6. 


75 + BERHAMPUR 
1. KRUSHNA CHARAN PATNAIK 


BINAYAK ACHARYA 


. SATISH KUMAR PATRA 


BALAJI SAHU 


. HARIKRUSHNA SAHU 


ASWANI KUMAR NAYAK 


ZSEEEESE 


INC(D) 
INC(U) 
IND 
IND 
IND 
FBL 


28762 
11807 
1390 
951 
272 
194 


66.31% 
27.22% 
3.20% 
2.19% 
0.63% 
0.45% 


ELECTORS: 105683 __| 105683 }VOTERS: 44370 44370 IPOLL PERCENTAGE : 41.98% | PERCENTAGE : 41.98% /VALID VOTES: 43376 | VOTES : /VALID VOTES: 43376 | 


Constituency : 


1 
2 
3. 
4 
Be 


76. CHIKATI 


. CHINTAMANI DYAN SAMATRA 
. SATCHIDANANDA DEO 


JAGANNATH PATI 


. RAMA PRASAD MAHARANA 


KUNJABIHARI NAYAK 


ZSEEESE 


IND 
INC(D) 
INC(U) 
CPM 
IND 


20119 
16659 
12079 
6527 
639 


35.91% 
29.74% 
21.56% 
11.65% 

1.14% 


ELECTORS: 105183 | 105183 }VOTERS : 58275 58275 IPOLL PERCENTAGE : 55.40% | PERCENTAGE : 55.40% /VALID VOTES: 56023 | VOTES : /VALID VOTES: 56023 | 


Constituency : 


1 
2 
3. 
4 


77. MOHANA 


. UDAYA NARAYAN DEV 

. GOPAL CHANDRA DAS 
LAMBODHAR PANIGRAHI 
. SAPA SIMADRI PATRA 


ZEEE 


JNP(SC) 
INC(I) 
INC(U) 
IND 


16857 
14586 
7974 
2115 


40.59% 
35.12% 
19.20% 

5.09% 


ELECTORS : 93830 VOTERS : 42999 POLL PERCENTAGE : 45.83% VALID VOTES : 41532 


Constituency : 78-RAMAGIRI (ST) 
1. GORSANGA SAVARA M _ INC() 13346 46.83% 
2. CHAKRADHAR PAIK M_— JNP(SC) 11848 41.57% 
3, BHIMSEN MANDAL M _ INC(U) 2149 7.54% 
4, BISWAMBHARO BHUYAN MIND 649 2.28% 
5. KORA SABAR M_ IND 508 1.78% 
ELECTORS : 82407 VOTERS : 29744 POLL PERCENTAGE : 36.09% | | VALID VOTES: 28500 
Constituency : 79. PARLAKHEMUNDI 
1, BIJOY KUMAR JENA MIND 21932 33.00% 
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No. CANDIDATE SEX PARTY VOTES % 


2. INJA VENKANTA RAO M_ IND 19927 29.99% 
3. NALLA KURMANAIKULU M _ INC() 15883 23.90% 
4, LALICHITTA RAMAGOPAL RAO M~ CPI 7086 10.66% 
5. SUHAS NAYAK M_ IND 1627 2.45% 


ELECTORS: 95954 95954 }VOTERS : 68929 | 68929 POLL PERCENTAGE : 71.84% VALID VOTES : 66455 


Constituency : 80-GUNUPUR (ST) 


1. BHAGIRATHI GAMANGO M — INC() 18671 56.19% 
2. PURNA CHANDRA GAMANGO M_ IND 11585 34.86% 
3. MUTIKA PAPANNA M _— JNP(QP) 2052 6.17% 
4, NARAYAN GAMANGO M — INC(U) 923 2.78% 


ELECTORS: 96345 96345 }VOTERS : 34399 34399 IPOLL PERCENTAGE : 35.70% | PERCENTAGE : 35.70% }VALID VOTES: 33231 | VOTES : }VALID VOTES: 33231 | 


Constituency : 81- BISSAM-CUTTACK (ST) 
1. DAMBARUDHAR ULAKA M_ INC() 21152 75.98% 
2. BISWANATH CHOUDHURY M — JNP(JP) 6687 24.02% 


ELECTORS : 86562 VOTERS : 29426 POLL PERCENTAGE : 33.99% VALID VOTES : 27839 


Constituency : 82-RAYAGADA (ST) 


1. ULAKA RAMCHANDRA M — INC) 25496 85.37% 
2. BIDIKA MALANNA M _— JNP(SC) 4371 14.63% 


ELECTORS : 94171 VOTERS : 31701 POLL PERCENTAGE : 33.66% VALID VOTES : 29867 


Constituency : 83-LAKSHMIPUR (ST) 


1. ANANTARAM MAJHI M — INC() 14883 66.94% 
2. AKHIL SAUNTA M _— JNP(SC) 7350 33.06% 


ELECTORS : 80934 VOTERS : 23670 POLL PERCENTAGE : 29.25% VALID VOTES : 22233 


Constituency : 84-POTTANGI (ST) 


1. CHANDRAMA SANTA F INC(]) 8890 61.86% 
2. PANGI JAYARAM M _ JNP(SC) 3731 25.96% 
3. BOINI ELLAYA IND 1751 12.18% 


ELECTORS: 91066 | 91066 }VOTERS: 15242 | 15242 IPOLL PERCENTAGE : 16.74% | PERCENTAGE : 16.74% }VALID VOTES: 14372 | VOTES : }VALID VOTES: 14372 | 


Constituency : 85.KORAPUT 


1. NRUSINGHANANDA BRAHMA M — INC() 10188 47.54% 
2. HARISH CHANDRA BUXIPATRA M _— JNP(SC) 7987 37.27% 
3. BALYA KRUSHNA NAYAK M _ IND 1559 7.28% 
4. SUBASH CHANDRA HIAL M _ IND 1299 6.06% 
5. GHENLI TAKRI M IND 396 1.85% 


ELECTORS: 90556 | 90556 }VOTERS : 22464 22464 IPOLL PERCENTAGE : 24.81% | PERCENTAGE : 24.81% }VALID VOTES: 21429 | VOTES : }VALID VOTES: 21429 | 


Constituency : 86-MALKANGIRI (SC) 


1. NAKA LAXMAYA M _ INC(I) 7387 40.47% 
2. NAKA KANNAYA M _— JNP(SC) 6774 37.12% 
3. SUKUMAR BARAMAN MIND 2733 14.97% 
4. CHITTARANJAN DAS M _ INC(U) 1357 7.44% 


ELECTORS : 70127 VOTERS : 19645 POLL PERCENTAGE : 28.01% VALID VOTES : 18251 


Constituency : 87-CHITRAKONDA (ST) 


1. GANGADHAR MADI M _ INC(I) 7509 52.39% 
2. PRAHALLAD DORA M — JNP(JP) 3253 22.70% 
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No. CANDIDATE SEX PARTY VOTES % 


3. SANYASI KIRSANI M~ CPI 2044 14.26% 
4. GANGADHAR BURUDA M — INC(U) 1526 10.65% 


ELECTORS : 76824 VOTERS : 15004 POLL PERCENTAGE : 19.53% VALID VOTES : 14332 
Constituency : 88-KOTPAD (ST) 


1. BASUDEV MAJHI M _ INC(D) 13191 69.47% 
2. PRABHUDAN BHATRA M — INC(U) 3767 19.84% 
3. DHANSAI RANDHARI M _ — JNP(SC) 2031 10.70% 


ELECTORS : 88982 VOTERS : 19945 POLL PERCENTAGE : 22.41% VALID VOTES : 18989 


Constituency : 89. JEYPORE 


1. RAGHUNATH PATNAIK M _ INC() 23480 69.46% 
2. PRATAP NARAYAN SINGH DEO M _— JNP(SC) 8488 25.11% 
3, TARINI CHARAN PANIGRAHI M — INC(U) 831 2.46% 
4. SHYAM SUNDER M _ IND 688 2.04% 
5. KULADHAR KHORA M_ IND 318 0.94% 


ELECTORS : 86381 VOTERS : 35739 POLL PERCENTAGE : 41.37% VALID VOTES : 33805 


Constituency : 90. NOWRANGPUR 


1. HABIBULLA KHAN M _— INC) 25243 75.75% 
2. N. AHMED M _— INC(U) 5275 15.83% 
3. SADASIBA NAYAK M _ — JNP(QP) 2806 8.42% 


ELECTORS : 79950 VOTERS : 35001 POLL PERCENTAGE : 43.78% VALID VOTES : 33324 


Constituency : 91-KODINGA (ST) 


1. DOMBERU MAJHI M — INC() 13509 68.40% 
2. SAMBARU MAJHI M — JNP(JP) 6241 31.60% 


ELECTORS : 82094 VOTERS : 20817 POLL PERCENTAGE : 25.36% VALID VOTES : 19750 


Constituency : 92-DABUGAM (ST) 


1. PHULAMANI SANTA F INC(1) 10315 43.52% 
2. BHAGABAN MAJHI M IND 8778 37.04% 
3. SHYAMOGHON MAJHI M _— JNP(SC) 2938 12.40% 
4. RAISINGH PUJARI M_ BJP 1181 4.98% 
5. DASARATH M — INC(U) 488 2.06% 


ELECTORS : 88384 VOTERS : 25109 POLL PERCENTAGE : 28.41% VALID VOTES : 23700 


Constituency : 93-UMARKOTE (ST) 


1. PARAMA PUJARI F INC() 13357 53.22% 
2. GURUBARI MAJHI M_ IND 6416 25.56% 
3. RABI SINGH MAJHI M _— JNP(SC) 3925 15.64% 
4, DHUMUSU BHATRA M IND 1134 4.52% 
5. RAMADEVI PUJARI F IND 267 1.06% 


ELECTORS : 80988 VOTERS : 26424 POLL PERCENTAGE : 32.63% VALID VOTES : 25099 


Constituency : 94. NAWAPARA 


1. BHANU PRAKASH JOSHI M — INC() 19694 48.35% 
2. GHASIRAM MAJHI M _— JNP(SC) 11566 28.39% 
3, NEMI CHAND JAIN MIND 6655 16.34% 
4, MADAN MOHAN SAHU M_ BJP 2513 6.17% 
5. JOGENDRANATH DASH M IND 307 0.75% 
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No. 


CANDIDATE 


SEX PARTY 


VOTES 


% 


ELECTORS : 83635 VOTERS : 42613 POLL PERCENTAGE : 50.95% VALID VOTES : 40735 


Constituency : 95.KHARIAR 
1. ANUP SINGH DEO MIND 14581 40.04% 
2. KAPIL NARAYAN TIWARI M _ INC() 11310 31.06% 
3. DURJYODHAN MAJHI MIND 8456 23.22% 
4. JAGAMOHAN NAIK M _— JNP(SC) 1806 4.96% 
5. SATRUJIT SINGH DEO MIND 263 0.72% 


ELECTORS : 80778 VOTERS : 38031 POLL PERCENTAGE : 47.08% VALID VOTES : 36416 


Constituency : 96- DHARAMGARH (SC) 


1. GAJANAN NAYAK M _— INC() 14288 51.80% 
2. PANCHANAN SINDUR M_ BJP 6034 21.88% 
3. JAGAMOHAN NAYAK M _— JNP(SC) 4178 15.15% 
4, MAHIRAJ SAGAR M — INC(U) 1938 7.03% 
5. BISEK JAIN M IND 1143 4.14% 


ELECTORS : 83989 VOTERS : 28761 POLL PERCENTAGE : 34.24% VALID VOTES : 27581 


Constituency : 97. KOKSARA 


1. MONMOHAN MATHUR M _ INC() 14116 39.71% 
2. KRUTIBAS PUJHARI MIND 9301 26.16% 
3, SURENDRA KUMAR PATJOSHI M _ INC(U) 6417 18.05% 
4, BALARAM PATTNAIK M CPM 3575 10.06% 
5. NABA KISHORE PANDA M _— JNP(SC) 2143 6.03% 


ELECTORS : 81662 VOTERS : 37338 POLL PERCENTAGE : 45.72% VALID VOTES : 35552 


Constituency : 98. JUNAGARH 


1. MAHESWAR BARAD M _ INC(I) 15686 46.67% 
2. CHAKRADHAR BEHERA M = JNP(SC) 5345 15.90% 
3. BANAMALI NAYAK M _ INC(U) 5058 15.05% 
4. DIBYASANKAR PATRA M _ IND 3092 9.20% 
5. RADHA MOHAN PRADHAN M _ IND 1472 4.38% 
6. NARSINGH PANDA M IND 1246 3.71% 
7. DIGAMBAR SAHU M_ IND 760 2.26% 
8. MAHESWAR NAYAK M_ IND 683 2.03% 
9. GUNANIDHI BHOI M_ IND 269 0.80% 


ELECTORS : 82410 VOTERS : 35319 POLL PERCENTAGE : 42.86% VALID VOTES : 33611 


Constituency : 99. BHAWANIPATNA (SC) 


1. DAYANIDHI NAIK M _ INC() 20435 71.99% 
2. BHAGYABAN DAS M — JNP(SC) 5091 17.93% 
3, PRADESHI NAYAK M _ IND 2143 7.59% 
4, JAYA KUMAR NAIK M_ IND 718 2.53% 


ELECTORS : 88819 VOTERS : 29558 POLL PERCENTAGE : 33.28% VALID VOTES : 28387 
Constituency : 100- NARLA (ST) 


1. TEJRAJ MAJHI M — INC() 10787 56.02% 
2. PURNA CHANDRA MAJHI M_ IND 3234 16.80% 
3. TULASI GHADEI M_ — JNP(SC) 2081 10.81% 
4, BENUDHAR BHOI M CPM 1622 8.42% 
5. NAKUL MAJHI M _ IND 1531 7.95% 
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No. CANDIDATE SEX PARTY VOTES % 
Constituency : 101. KESINGA 

1. BHUPINDER SINGH M __ INC() 21955 49.71% 
2. NILAMANI SAHU M _— JNP(SC) 9231 20.90% 
3. NAGENDRANATH CHOUDHURY M _ INC(U) 8038 18.20% 
4. GOPINATH BUDHIA MIND 2567 5.81% 
5. ASHAKARI NAG MIND 875 1.98% 
6. JATIN DAS MIND 664 1.50% 
7, HIMANCHAL BHOI M_ BJP 637 1.44% 
8. MANOJKUMAR PADHI MIND 202 0.46% 


ELECTORS: 83084 83084 }VOTERS : 45695 | 45695 IPOLL PERCENTAGE : 55.00% | PERCENTAGE : 55.00% /VALID VOTES: 44169 | VOTES : /VALID VOTES: 44169 | 


Constituency : 


1 
2 
3. 
4. 


102. BALLIGUDA (ST) 
. SAHURA MALLIK 
. SADANANDA KONHAR 


RAJAKISHORE MALLIK 
DEBENDRA KANHAR 


INC(1) 
IND 
JNP(JP) 
INC(U) 


ZEEE 


13791 
12709 
2253 
2031 


44.80% 
41.28% 
7.32% 
6.60% 


ELECTORS: 87376 87376 }VOTERS : 32225 32225 IPOLL PERCENTAGE : 36.88% | PERCENTAGE : 36.88% /VALID VOTES: 30784 VOTES : /VALID VOTES: 30784 


Constituency : 


1 
2 
3 
4. 
5 
6. 


103 - UDAYAGIRI (ST) 
. NAGARJUN PRADHAN 
. PAUL PRADHAN 

. NARESH PRADHAN 
GOUR CHANDRA MALLIK 
. SANUNGA PRADHAN 


SUKRU PRADHAN 


INC(1) 
IND 
JNP(JP) 
CPI 
INC(U) 
IND 


ZSEEEESE 


15592 
7804 
2139 
1832 
1113 

315 


54.15% 
27.10% 
7.43% 
6.36% 
3.87% 
1.09% 


ELECTORS: 92354 92354 }VOTERS : 29602 | 29602 IPOLL PERCENTAGE : 32.05% | PERCENTAGE : 32.05% }VALID VOTES: 28795 | VOTES : }VALID VOTES: 28795 | 


Constituency : 104. PHULBANI (SC) 


1. CHANDRA SEKHAR BEHERA M — INC) 16124 60.24% 
2. INDRAMANI BEHERA M _— JNP(SC) 8911 33.29% 
3. GANGADHAR NAYAK M _— INC(U) 1160 4.33% 
4. THAKURA NAYAK M IND 463 1.73% 
5. DURJODHAR PRADHAN M_ IND 107 0.40% 


ELECTORS: 93682 | 93682 }VOTERS : 27871 | 27871 IPOLL PERCENTAGE : 29.75% | PERCENTAGE : 29.75% }VALID VOTES: 26765 VOTES : }VALID VOTES: 26765 


Constituency : 105- BOUDH 


1. HIMANSHU SEKHAR PANDHI M _ INC(I) 33959 58.35% 
2. NATABAR PRADHAN M _— JNP(SC) 22163 38.08% 
3. NARAYAN PRASAD SAHU IND 2079 3.57% 


ELECTORS: 102155 | 102155 }VOTERS: 60371 60371 IPOLL PERCENTAGE : 59.10% | PERCENTAGE : 59.10% /VALID VOTES: 58201 | VOTES : /VALID VOTES: 58201 | 


Constituency : 106- TITILAGARH (SC) 


1. LALIT MOHAN GANDHI M INC(D 17580 60.74% 
2. ACHYUTANANDA MAHANANDA M JNP(JP) 5289 18.27% 
3. LALU MEHER M CPI 3238 11.19% 
4. NITYA KUMBHAR M IND 1631 5.64% 
5. GURIA BAG M IND 742 2.56% 
6. KHAGESWAR BAG M IND 464 1.60% 


rptDetailedResults - Page 16 of 23 


173 


No. CANDIDATE SEX PARTY VOTES % 


Constituency : 107- KANTABANJI 


1. PRASANNA KUMAR PAL M _ INC() 16850 54.84% 
2. NITYANANDA SAHU M_ IND 7596 24.72% 
3. TAPI CHARAN SAHOO M — JNP(SC) 2994 9.74% 
4. MAHADEB MAJHI M _ IND 1788 5.82% 
5. KHUSIRAM MEHER M IND 736 2.40% 
6. CHITTARANJAN KUMAR M_ IND 391 1.27% 
7. MURALIDHAR ROY M_ BJP 370 1.20% 


ELECTORS: 78965 78965 }VOTERS: 31959 | 31959 IPOLL PERCENTAGE : 40.47% | PERCENTAGE : 40.47% /VALID VOTES: 30725 | VOTES : /VALID VOTES: 30725 | 


Constituency : 108. PATNAGARH 


1. BRAJAMOHAN THAKUR M — INC) 23407 55.43% 
2, AINTHU SAHOO M _— JNP(SC) 15253 36.12% 
3, NILACHAL PRASAD JOSHI IND 3568 8.45% 


ELECTORS: 87036 87036 }VOTERS : 44005 | 44005 IPOLL PERCENTAGE : 50.56% | PERCENTAGE : 50.56% }VALID VOTES: 42228 | VOTES : }VALID VOTES: 42228 | 


Constituency : 109. SAINTALA 


1. RAMESH CHANDRA SINGH BHOI M _ INC() 14915 52.11% 
2. JAGENSWAR BABU M IND 5726 20.01% 
3, SUBASH CHANDRA BAG M  JNP(SC) 3076 10.75% 
4. BISWANATH BAG M_ BJP 1707 5.96% 
5. SATISH CHANDRA PRADHAN M_ IND 1049 3.67% 
6. KALAR SINGH M IND 894 3.12% 
7. MATHRANA DHOBAI MEHER M_ IND 811 2.83% 
8. ARTATRANA SINGH DEO M _ INC(U) 442 1.54% 


ELECTORS: 85090 | 85090 }VOTERS : 29823 | 29823 IPOLL PERCENTAGE : 35.05% | PERCENTAGE : 35.05% }VALID VOTES: 28620 VOTES : }VALID VOTES: 28620 


Constituency : 110- LOISINGHA 


1. BALGOPAL MISHRA M IND 30187 63.66% 
2. SURYABHANU MISHRA M _ INC() 11967 25.24% 
3. SAROJ KUMAR PANIGRAHI M _— JNP(SC) 4267 9.00% 
4. GOVINDA SAHU M IND 997 2.10% 


ELECTORS : 94562 VOTERS : 49520 POLL PERCENTAGE : 52.37% VALID VOTES : 47418 


Constituency : 111- BOLANGIR 


1. MAHAMMAD MUZAFAR HUSSAIN KHAN M _ INC() 14370 36.29% 
2. MURALIDHAR GURU M_— JNP(SC) 6145 15.52% 
3, PRAFULLA MOHANTY M _ INC(U) 4195 10.59% 
4. BIKRAMANANDA BOHIRDAR M_ IND 4133 10.44% 
5. CHINTAMAN PRADHAN M IND 3309 8.36% 
6. MINAKETAN NAIK M _ IND 2060 5.20% 
7. SITARAM SATPATHY M_ BJP 1764 4.45% 
8. SUDHANSU SEKHAR MISHRA M_ IND 1468 3.71% 
9. PARSURAM HOTA M IND 1343 3.39% 
10. JOGENDRANATH SINGH M_ IND 813 2.05% 


ELECTORS: 103060 —_| 103060 }VOTERS : 41367 | 41367 IPOLL PERCENTAGE : 40.14% | PERCENTAGE : 40.14% /VALID VOTES: 39600 | VOTES : /VALID VOTES: 39600 | 


Constituency : 112. SONEPUR (SC) 


1. DHANESWAR KUMBHAR M — INC() 20512 66.23% 
2. RAMAKANTA SETH M _ INC(U) 4761 15.37% 
3. KALAKANHU BAG M _— JNP(SC) 4398 14.20% 
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No. CANDIDATE SEX PARTY VOTES % 


4, ABHIMANYU BARIK IND 1300 4.20% 


ELECTORS: 103332 103332 }VOTERS: 32181 32181 IPOLL PERCENTAGE : 31.14% | PERCENTAGE : 31.14% /VALID VOTES: 30971 VOTES : /VALID VOTES: 30971 


Constituency : 113. BINKA 


1. PRADIPT HOTA M — INC) 19160 37.69% 
2. MAHATMA PRASAD BHOI M _— INC(U) 9468 18.63% 
3, PARAKHIT KARNA M _— JNP(SC) 8663 17.04% 
4. UJBAL GOUNTIA M IND 8290 16.31% 
5. PANCHANAN MISHRA M_ BJP 3113 6.12% 
6. DHRUBA MOHANTY M_ IND 2137 4.20% 


ELECTORS: 108143 108143 }VOTERS: 53291 53291 IPOLL PERCENTAGE : 49.28% | PERCENTAGE : 49.28% /VALID VOTES: 50831 | VOTES : /VALID VOTES: 50831 | 


Constituency : 114- BIRMAHARAJPUR 
1. HRUSHIKESH HOTA M_— INC() 17893 48.29% 
2. SURENDRA PRADHAN M _— JNP(SC) 11537 31.13% 
3. SANAT KUMAR PANIGRAHI M_ SUC 4995 13.48% 
4. SAYAMBHUNATH KHANDAGIRI M _— INC(U) 2631 7.10% 


ELECTORS : 94331 VOTERS : 38703 POLL PERCENTAGE : 41.03% VALID VOTES : 37056 


Constituency : 115. ATHMALLIK 
1. BHAJAMAN BEHERA M _ INC() 26221 60.32% 
2. BALAKRUSHNA PATNAIK M __ INC(U) 13221 30.41% 
3. CHITTRARANJAN PRADHAN M — JNP(SC) 4030 9.27% 
Constituency : 116. ANGUL 
1. SANTOSH KUMAR PRADHAN M _ INC() 27729 52.98% 
2. ADWAIT PRASAD SINGH M _— JNP(SC) 19471 37.21% 
3. DEBARAJ SAHU M _ INC(U) 2591 4.95% 
4. RAJKISHORE MISHRA MIND 2543 4.86% 


ELECTORS: 99007 ‘| 99007 }VOTERS : 54257 54257 IPOLL PERCENTAGE : 54.80% | PERCENTAGE : 54.80% }VALID VOTES: 52334 | VOTES : }VALID VOTES: 52334 | 


Constituency : 117- HINDOL (SC) 
1. TRINATH NAYAK M_ — JNP(SC) 16670 43.49% 
2. HARIHAR SETHI M — INC(1) 16390 42.76% 
3. KAILASH CHANDRA BEHERA M __ INC(U) 5269 13.75% 


ELECTORS : 89868 VOTERS : 39849 POLL PERCENTAGE : 44.34% VALID VOTES : 38329 


Constituency : 118. DHENKANAL 
1. NANDINI SATPATHY F  INC(U) 25797 59.11% 
2. PRAFULLA KUMAR BHANJA M __ INC() 16976 38.90% 
3. BASANTA KUMAR TRIPATHY M — JNP(SC) 870 1.99% 
Constituency : 119. GONDIA 
1. HALADHAR MISHRA M _— INC(U) 11330 30.15% 
2. BIDHAN CHANDRA MISRA MIND 8208 21.84% 
3. SRIBATSA NAYAK M_— INC() 7816 20.80% 
4. ABHAYA KUMAR PARIDA M _— JNP(SC) 3204 8.53% 
5. PRASANTA KUMAR MISRA M IND 2342 6.23% 
6. SARAT CHANDRA SATPATHY M __ JNP(SR) 2305 6.13% 
7. DEBENDRA PRASAD DAS M_ BJP 1532 4.08% 
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No. CANDIDATE SEX PARTY VOTES % 


8. BRAJA KISHORE DAS M — JNP(P) 592 1.58% 
9. BHASKAR NAIK MIND 145 0.39% 
10. KHETRABASI SAHU M IND 106 0.28% 


ELECTORS : 87818 VOTERS : 38739 POLL PERCENTAGE : 44.11% VALID VOTES : 37580 


Constituency : 120- KAMAKHYANAGAR 


1. KAILASH CHANDRA MOHAPATRA M — INC() 25616 58.54% 
2. BRAHMANANDA BISWAL M _ INC(U) 14275 32.62% 
3. BIKRAM KUNDU M IND 2144 4.90% 
4. BIPINI MISHRA M _— JNP(JP) 912 2.08% 
5. ARJUNA SAHU MIND 812 1.86% 


ELECTORS: 97646 97646 }VOTERS : 44807 | 44807 IPOLL PERCENTAGE : 45.89% | PERCENTAGE : 45.89% }VALID VOTES: 43759 | VOTES : }VALID VOTES: 43759 | 


Constituency : 121- PALLAHARA 


1. BIBHUDHENDRA PRATAP DAS M — INC(D) 14961 39.68% 
2. NRUSINGH CHARAN SAHU M_ IND 6691 17.75% 
3. RAM CHANDRA BISWAL M _ INC(U) 5527 14.66% 
4. BANSIDHAR SAHU M_ IND 4738 12.57% 
5. DILLESWAR PRADHAN M_ IND 1903 5.05% 
6. RABI NARAYAN NAYAK M _ IND 1762 4.67% 
7. SUKADEBA SAHOO M _ IND 1069 2.84% 
8. GANESWAR SAHU M _— JNP(SC) 1051 2.79% 


ELECTORS: 99069 | 99069 }VOTERS : 38808 | 38808 IPOLL PERCENTAGE : 39.17% | PERCENTAGE : 39.17% }VALID VOTES: 37702 VOTES : }VALID VOTES: 37702 


Constituency : 122. TALCHER (SC) 


1. BRUNDABAN BAHERA M _ JNP(JP) 20215 50.06% 
2. PABITRAMOHAN NAIK M _ INC() 19325 47.85% 
3. GOBINDA CHANDRA NAIK FBL 845 2.09% 


ELECTORS: 111175 | 111175 }VOTERS : 41062 | 41062 IPOLL PERCENTAGE : 36.93% | PERCENTAGE : 36.93% }VALID VOTES: 40385 | VOTES : }VALID VOTES: 40385 | 


Constituency : 123. PADAMPUR 


1. SATYA BHUSAN SAHU M _ INC() 15478 42.58% 
2. MURARI PRASAD MISHRA M _ INC(U) 10018 27.56% 
3. BUOY KUMAR SAHU M_ JNP(SC) 4622 12.71% 
4, DURIYODHAN PRADHAN M IND 2454 6.75% 
5. DURIYOUDHAN MOHANANDA M_ IND 2310 6.35% 
6. CHOUDHURY SAHU M_ IND 816 2.24% 
7. KURMU KUMAR M_ IND 655 1.80% 


ELECTORS: 95375 95375 }VOTERS : 38252 38252 IPOLL PERCENTAGE : 40.11% | PERCENTAGE : 40.11% }VALID VOTES: 36353 | VOTES : }VALID VOTES: 36353 | 


Constituency : 124. MELCHHAMUNDA 


1. PRAKASH CHANDRA DEBATA M _ INC() 20208 51.65% 
2. PURNA CHANDRA SAHU MIND 7009 17.91% 
3, SURENDRA KUMAR SAHU M _— JNP(SC) 6233 15.93% 
4, CHINTAMANI PRADHAN M _ INC(U) 4798 12.26% 
5. GOURAHARI KARNAL MIND 880 2.25% 


ELECTORS: 95580 | 95580 |VOTERS: 40561 40561 IPOLL PERCENTAGE : 42.44% | PERCENTAGE : 42.44% }VALID VOTES: 39128 | VOTES : }VALID VOTES: 39128 | 


Constituency : 125. BIJEPUR 


1. RAJIB LOCHAN HOTA M — INC) 23656 48.71% 
2. SIBA PRASAD PADHAN M _ — JNP(SC) 12026 24.76% 
3. SANKAR GADATIA M~ CPI 9220 18.98% 
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No. CANDIDATE SEX PARTY VOTES % 


4. BHOLA BARIK M — INC(U) 3664 7.54% 


ELECTORS : 106088 VOTERS : 50786 POLL PERCENTAGE : 47.87% VALID VOTES : 48566 
Constituency : 126- BHATLI (SC) 


1. MOHAN NAG M _ INC() 27392 67.69% 
2. BIMBAHAR KUAR M_ BJP 10741 26.54% 
3. RANJITMAHANAND M — INC(U) 1855 4.58% 
4. SUNADHAR PAIK MIND 476 1.18% 


ELECTORS : 101234 VOTERS : 41946 POLL PERCENTAGE : 41.43% VALID VOTES : 40464 


Constituency : 127. BARGARH 


1. JADUMANI PADHAN M _ INC() 27689 60.00% 
2. NABIN KUMAR PADHAN M_— JNP(SC) 13648 29.57% 
3. DIBYA NARAYAN BABU M _— INC(U) 2307 5.00% 
4. SIBA PRASAD M _ IND 1548 3.35% 
5. SANTOSHLAL MISHRA M _ IND 639 1.38% 
6. SEWARAM PANSARI M IND 317 0.69% 


ELECTORS : 114407 VOTERS : 48178 POLL PERCENTAGE : 42.11% VALID VOTES : 46148 


Constituency : 128. SAMBALPUR 


1. ASWINI KUMAR GURU M _ INC() 29603 64.87% 
2. BISHNU PRASAD MISHRA M — JNP(SC) 7619 16.70% 
3, SAIRENDRI NAIK F IND 6386 13.99% 
4. SATYANARAYAN PRADHAN M _ IND 1116 2.45% 
5. BISWANATH DEHATI M IND 909 1.99% 


ELECTORS : 122707 VOTERS : 47246 POLL PERCENTAGE : 38.50% VALID VOTES : 45633 
Constituency : 129. BRAJARAJNAGAR 


1. UPENDRA DIXIT M — INC() 24815 54.60% 
2. PRASANNA KUMAR PANDA M~ CPI 16277 35.81% 
3. RAMACHANDRA MOHAPATRA M _— JNP(SC) 1629 3.58% 
4, BALARAM PRADHAN M _ IND 1437 3.16% 
5. LALA RAGHUNANDAN SAI M_ BJP 848 1.87% 
6. PANDIT JAGADISH GARGAGE MIND 444 0.98% 


ELECTORS : 95350 VOTERS : 46884 POLL PERCENTAGE : 49.17% VALID VOTES : 45450 


Constituency : 130- JHARSUGUDA 


1. BIRENDRA PANDEY M _ INC() 26375 58.16% 
2. JHASKETAN SAHU M _— JNP(SC) 8475 18.69% 
3, RUSHICHARAN KISAN M CPM 6115 13.48% 
4, NARAMADA SANKAR M IND 2164 4.77% 
5. BAISHANAB LAKRA M _  JKD 765 1.69% 
6. KUSHASAN JAYAPURIA M_ IND 583 1.29% 
7. SAHADAB BUDHIA M_ IND 480 1.06% 
8. PRATAP CHANDRA MOHANTY M_ IND 393 0.87% 


ELECTORS : 104617 VOTERS : 47057 POLL PERCENTAGE : 44.98% VALID VOTES : 45350 


Constituency : 131- LATKERA (ST) 


1. HEMANANDA BISWAL M — INC) 22706 73.55% 
2. BINOD BIHARI SINGH M_— JNP(SC) 8164 26.45% 


ELECTORS : 87520 VOTERS : 32040 POLL PERCENTAGE : 36.61% VALID VOTES : 30870 
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No. CANDIDATE SEX 
Constituency : 132. KUCHINDA (ST) 

1. JAGATESWAR MIRDHA M 

2. DEBARCHAN KALO M 


3. SHYAMMAL 


PARTY VOTES 
INC(D) 18820 
JNP(JP) 4845 
JKD 1039 


% 


76.18% 
19.61% 
4.21% 


ELECTORS: 86655 86655 }VOTERS : 25618 | 25618 IPOLL PERCENTAGE : 29.56% | PERCENTAGE : 29.56% }VALID VOTES: 24704 VOTES : }VALID VOTES: 24704 


Constituency : 133- RATRAKHOL (SC) 


ABHIMANYU KUMAR 

BASANT KUMAR MAHANANDA 
PURUSOTTAM BAG 
JUDHISTHIR MOHANANDA 
KARTIKA MOHANANDA 


ON. Se G82 NOS 


ZSEEESE 


INC(D) 16660 
JNP(SC) 6417 
IND 1527 
INC(U) 985 
IND 932 


62.82% 
24.20% 
5.76% 
3.71% 
3.51% 


ELECTORS: 88830 | 88830 |VOTERS : 27908 27908 IPOLL PERCENTAGE : 31.42% | PERCENTAGE : 31.42% }VALID VOTES: 26521 VOTES : }VALID VOTES: 26521 


Constituency : 134. DEOGARH 


ASWINI KUMAR BEHERA 
BALARAM SAHU 

PARAFULLA KUMAR PRADHAN 
KUMUD BANDHU PRADHAN 
MADHUSUDAN PRADHAN 
PRASANNA MOHANAIK 

PURNA CHANDRA PATRA 
ADITYA PRASAD MISHRA 


OAT DY G1 oR We Ne 


SFEEESEESE 


INC(I) 16227 
IND 8228 
INC(U) 5277 
JNP(SC) 2450 
IND 2042 
IND 1551 
IND 843 
IND 578 


43.63% 
22.12% 
14.19% 
6.59% 
5.49% 
4.17% 
2.27% 
1.55% 


ELECTORS: 97741 97741 }VOTERS: 38191 | 38191 IPOLL PERCENTAGE : 39.07% | PERCENTAGE : 39.07% /VALID VOTES: 37196 | VOTES : /VALID VOTES: 37196 | 


Constituency : 135. SUNDARGARH 
1, KISHORE CHANDRA PATAL M _ INC() 31053 73.52% 
2. ANANDA CHANDRA NAIK M _— INC(U) 5868 13.89% 
3. BASANTA KUMAR NAIK M _— JNP(SC) 2274 5.38% 
4, JADABANANDA PATEL M BJP 679 1.61% 
5. KIRTAN KUMBHAR MIND 626 1.48% 
6. SHANTI KUMARI NAIK FIND 580 1.37% 
7. RAMA CHARAN PATEL M_ IND 448 1.06% 
8. BABAJI PATRA MIND 321 0.76% 
9. BAIJU SINGH MIND 207 0.49% 
10. SRINIVAS MISHRA MIND 183 0.43% 

Constituency : 136- TALSARA —— 
1. GAJADHAR MAJHI M_ INC() 17033 57.13% 
2. IGNANCE MAJHI M _— JNP(SC) 4889 16.40% 
3. INDRAMANI KALO M BJP 4485 15.04% 
4. HARI ORAM M _ INC(U) 2091 7.01% 
5. ELIAS BARLA M_ JKD 1314 4.41% 

Constituency : 137- RAJGANGPUR Ne 
1. MUKHARAM NAIK M _ INC() 10827 33.03% 
2. MANGUAL KISAN M _— JNP(SC) 8521 26.00% 
3, SURAJ KISHORE KUJUR M  JKD 7902 24.11% 
4, JASEPH LAKRA MIND 2927 8.93% 
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No. CANDIDATE 


5. GANGADHAR PRADHAN 
6. JAMES TOPPO 
7. ARTHUR TIRKEY 


ELECTORS : 92161 VOTERS : 34280 


Constituency : 138- BIRAMITRAPUR (ST) 
JUMUS BILUNG 

CHRISTODAS LUGUN 

PRADHUDAN TOPNO 

GEORGE 

THEOPHILE XESS 

ALBINUS XESS 

PREMCHAND BHAGAT 

JUAS MUNDA 


ELECTORS : 80828 VOTERS : 23610 


AnNI DUH BwWN 


SEX PARTY VOTES % 

M_ BJP 1946 5.94% 
MIND 428 1.31% 
INC(U) 226 0.69% 

POLL PERCENTAGE : 37.20% | | VALID VOTES: 32777 
M _ INC() 7443 32.92% 
M  JKD 6465 28.59% 
M — JNP(JP) 4416 19.53% 
MIND 1681 7.43% 
MIND 944 4.18% 
M__ INC(U) 737 3.26% 
MIND 628 2.78% 
MIND 296 1.31% 


POLL PERCENTAGE : 29.21% VALID VOTES : 22610 


139- ROURKELA 
GURUPADA NANDA 
BRAJA KISHORE MOHANTY 
ANWAR AHMED 
BATAKRUSHNA PANDA 
SK. QUASIM 
ARUN KUMAR PANDA 
ANIL KUMAR SINGH 
PRABHAT KUMAR MISHRA 
ATUL MOHANTY 
10. ISWAR PRASAD 


ELECTORS : 130887 VOTERS : 49060 


Constituency : 140- RAGHUNATHPALI (ST) 
1. NELSON SORENG 
2, REBI DEHURY 
3. PRANAKRUSHNA PRADHAN 
4. T. KULU 
5. AGASTINKISPETTA 


ELECTORS : 87294 VOTERS : 23984 


Constituency : 141- BONAI (ST) 
BASANTA KUMAR DANDAPAT 
RABI NARAYAN NAIK 
KHANDA CHARAN KISAN 
KAMAL LUGUN 
SAMBHUNATH TARIKA 
CHAITANYA CHADIA 

ARJUN NAIK 

GHASIRAM NAIK 


ELECTORS : 80396 VOTERS : 27907 


Constituency : 


Oo AN DUH PWN kB 


AnNI DUH BPWN eB 


M _ INC() 16396 34.13% 
M _— JNP(SC) 7080 14.74% 
M_ BJP 6097 12.69% 
M_ IND 5901 12.28% 
M SUC 4454 9.27% 
M _— INC(U) 3034 6.32% 
M  JKD 2572 5.35% 
M~ CPI 1718 3.58% 
M_ IND 631 1.31% 
M_ IND 155 0.32% 


POLL PERCENTAGE : 37.48% VALID VOTES : 48038 


M _— INC) 10511 45.52% 
M_— JNP(SC) 7734 33.49% 
M _ INC(U) 2285 9.90% 
M SUC 1710 7.41% 
MIND 852 3.69% 


POLL PERCENTAGE : 27.47% VALID VOTES : 23092 


M _ INC(D) 9299 34.91% 
M CPM 4789 17.98% 
M_ IND 3516 13.20% 
M _  JKD 2418 9.08% 
M = JNP(JP) 2073 7.78% 
M IND 1799 6.75% 
M_ BJP 1666 6.25% 
M _— INC(U) 1075 4.04% 


POLL PERCENTAGE : 34.71% VALID VOTES : 26635 


Constituency : 142. CHAMPUA (ST) 
1. SAHAREI ORAM 
2. DHANURJOY LAGURI 
3. DULLAV DEHURY 


M_— JNP(SC) 13135 35.68% 
M _ INC(I) 11689 31.75% 
M~ CPI 8800 23.90% 
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No. 


CANDIDATE 


4. AKADASI NAIK 


5. 


GURU CHARAN HAIBURU 


SEX PARTY 
M _ IND 
IND 


VOTES 


2374 
820 


% 


6.45% 
2.23% 


ELECTORS: 88430 88430 }VOTERS : 38489 38489 IPOLL PERCENTAGE : 43.52% | PERCENTAGE : 43.52% /VALID VOTES: 36818 | VOTES : /VALID VOTES: 36818 | 


Constituency : 


OTe GIS 


143. PATNA (ST) 
HRUSIKESH NAIK 
LAL MOHAN BANERA 
KAMALAKANTA NAIK 
SYAM SUNDAR MAJHI 
DINAMANI NAIK 


ZSEEESE 


JNP(SC) 
INC(D) 
INC(U) 
JKD 
IND 


10895 


9806 
3375 
1199 
1056 


41.38% 
37.24% 
12.82% 
4.55% 
4.01% 


ELECTORS: 88341 88341 }VOTERS : 27077 27077 IPOLL PERCENTAGE : 30.65% | PERCENTAGE : 30.65% }VALID VOTES: 26331 | VOTES : }VALID VOTES: 26331 | 


Constituency : 


1 
2 
3. 
4 
3, 


144. KEONJHAR (ST) 


. JOGENDRA NAIK 
. CHHOTRAY MAJHI 


KUMAR MAJHI 


. RABINARAYAN SINGH 


UDAYA PURTY 


ZSEEESE 


INC(I) 
JNP(SC) 
INC(U) 
JNP(JP) 
JKD 


10348 
6734 
3318 
1274 

896 


45.85% 
29.84% 
14.70% 
5.64% 
3.97% 


ELECTORS: 91751 | 91751 }VOTERS : 23342 23342 IPOLL PERCENTAGE : 25.44% | PERCENTAGE : 25.44% }VALID VOTES: 22570 VOTES : }VALID VOTES: 22570 


Constituency : 


1 
2 
3. 
4. 


145. TELKOI (ST) 


. CHANDRASEN NAYAK 
. MAHENDRA KUMAR NAIK 


MOHANTY MUNDA 
MOHAN CHARAN SINGH 


ZEEE 


INC(D) 
JNP(SC) 
JKD 
INC(U) 


13804 
6232 
1827 
1698 


58.59% 
26.45% 
7.75% 
7.21% 


ELECTORS: 96005 | 96005 }VOTERS : 24573 24573 IPOLL PERCENTAGE : 25.60% | PERCENTAGE : 25.60% }VALID VOTES: 23561 | VOTES : }VALID VOTES: 23561 | 


Constituency : 


DO Be 0) Ne 


146. RAMCHANDRAPUR 


NIRANJAN PATNAIK 
MURALIDHAR KUMAR 
DEBENDRA KUMAR JENA 
BHAGABAN PANDA 
KHIROD PRASAD SWAIN 
JAYADAV NAYAK 


SEEEESE 


INC(D) 
JNP(SC) 
INC(U) 
IND 
BJP 
JKD 


27869 
16967 
3044 
881 
780 
617 


55.56% 
33.83% 
6.07% 
1.76% 
1.56% 
1.23% 


ELECTORS: 93068 | 93068 }VOTERS: 51706 | 51706 IPOLL PERCENTAGE : 55.56% | PERCENTAGE : 59.96% }VALID VOTES: 50158 | VOTES : }VALID VOTES: 50158 | 158 


Constituency : 


Is 
2. 


Se ke 


147. ANANDAPUR (SC) 


JAY ADEB JENA 
DASRATHI JENA 
TRILOCHAN JENA 
HARIHAR JENA 
BHAGIRATHI SETHI 
APARTI CHARAN JENA 
LAXMIDHAR SETHI 


ZSEEESBEESE 


INC(I) 
INC(U) 
JNP(SC) 
JKD 
IND 
BJP 
IND 


22392 
9019 
3503 

773 
378 
322 
178 


61.24% 
24.67% 
9.58% 
2.11% 
1.03% 
0.88% 
0.49% 


ELECTORS: 88053 88053 }VOTERS : 37411 37411 IPOLL PERCENTAGE : 42.49% | PERCENTAGE : 42.49% /VALID VOTES: 36565 | VOTES : /VALID VOTES: 36565 | 
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